ROBERTO BANDA GARTH FERNANDEZ 



_J^ REV[510^ date plotted »> 30“MAY-2012 
05 - 29-12 TIME PLOTTED a> H:23 








































































HSR/FRESNO St PROJECT (06-2HT201) 



IDist COUNTY 


POST MILES SHEET TOTAL 
TOTAL PROJECT | No. ! SHEETS I 



5 / 29 / 12 ^ 


REGISTERED Cmi ENGINEER 


PLANS APPROVAL DATE _| 

THE STATE CALIFORNIA OR ITS OFFICERS 
OR ACENTS SMALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 


^G1LBERT0> 

BACA 

„ 63140 



ABBREVIATIONS 

Abut ABUTMENT 

AC ASPHALT CONCRETE 

Ang Pt ANGLE POINT 

Beg BEGIN 

BC BEGIN CURVE 

Br BRIDGE 

eve BEGIN VERTICAL CURVE 

CaHSRA CALIFORNIA HIGH SPEED 
RAIL AUTHORITY 
CF CUBIC FOOT 

CHSR CALIFORNIA HIGH SPEED RAIL 
Cl CLASS 

Cone CONCRETE 

Const CONSTRUCTION 

CY CUBIC YARD 

Oet DETAIL, DETOUR 

DI DRAINAGE INLET, DROP INLET 

Dia DIAMETER 

DWY DRIVEWAY 

EA EACH 

EC END CURVE 

Elev ELEVATION 

EP EDGE OF PAVEMENT 

ES EDGE OF SHOULDER 

EVC END VERTICAL CURVE 

Exist EXISTING 

FL FLOW LINE 

FO FIBER OPTIC 

FT FOOT 

H HEIGHT 

HMA HOT MIX ASPHALT 

IF INSIDE FACE 

L LENGTH, ANGLE {STRUCTURAL STEEL 

LB POUND 

LF LINEAR FOOT 

LOL LAYOUT LINE 

Lt LEFT 

Mex MAXIMUM 

MBGR METAL BEAM GUARD RAILING 

MH MANHOLE 

Min MINIMUM 

Misc MISCELLANEOUS 

Mod MODIFIED, MODIFY 

No. NUMBER 

OD OUTSIDE DIAMETER 

OG ORIGINAL GROUND 


CAL/FORN/A 

H/GH-SFBBDRA/l AUTHOrnTr 


(ABBREVIATIONS CONTINUED) 

PCC PORTLAND CEMENT CONCRETE 

Ped PEDESTRIAN 

PG PROFILE GRADE 

POC POINT OF CURVE 

POT POINT OF TANGENT 

Pvmt PAVEMENT 

R RADIUS 

RCP REINFORCED CONCRETE PIPE 

Ret RETAINING 

Rt RIGHT 

RW RETAINING WALL 

R/W RIGHT OF WAY 

S SOUTH, SLOPE 

SD STORM DRAIN 

Shid SHOULDER 

SOFT SQUARE FOOT 

SQYD SQUARE YARD 

St STREET 

Sta STATION 

Str STRUCTURE 

SW SIDEWALK 

T SEMI-TANGENT 

Tot TOTAL 

Trans TRANSITION 

Typ TYPICAL 

UP UNDERPASS 

UPRR UNION PACIFIC RAILROAD 

Var VARIABLE, VARIES 

VC VERTICAL CURVE 

t CENTERLINE 


SHEET INDEX 

NO SCALE 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 
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z 
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LU 
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NOTES: 

1. SEE SHEET X-2 FOR DETAILS 


DESIGN DESIGNATION 


DESIGN SPEED V = 30 mph 



REGISTERED CP/fL ENGINEER 

1 

PLANS APPROVAL DATE 

_ r 


Sta "FFS" 15+60.00 
TO 16+75.00 


06 


Fre 


POST MILES 
TOTAL PROJECT 


SHEET 

No. 


TOTAL 

SHEETS 




5/29/12 


THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 




CAL/FORN/A 

H/GH-SPEED RA/L AUTHOP/rr 


SEE NOTE 1 


FRESNO STREET 


-MEDIAN ISLAND CURB 
(SEE Const DETAIL C-12) 


SEE NOTE 1 


-Mod CURB & GUTTER 


STRUCTURAL SECTIONS 


nnTb.BO' hma (type a) 

LAry.50' Cl 2 AB 


sta 

“FFS" 

11+60.00 

TO 

16+75.00 

m_rb.35' pcc 

IArl_0.35' Cl 2 AB 

^Sta 

"FFS" 

11+60.00 

TO 

12+50.00 

^^Sta 

"FFS" 

11+60.00 

TO 

13+50.00 



ES 


ETW 




Var 


16 '- 7 ' 


11' 


TRAVEL LANE 


- — _ 2.%- 


1 1 ' 


TRAVEL LANE 


"FFS" 


10' 


EP EP 
4' 


LEFT TURN LANE 

i 5' 


SEE NOTE 1 


MEDIAN 


ITT 


1 1 ^ 


TRAVEL LANE 


11 ' 


ETW 


TRAVEL LANE 


-Mod CURB & GUTTER 


43 


--|.-Vqr 1-2X 


Var 


ES 


13'-7' 


Tr- 




-MEDIAN ISLAND CURB 
(SEE Const DETAIL C-12) 


43 


■SEE NOTE 1 


-Mod CURB & GUTTER 


FRESNO STREET 

sta "FFS" 10+00.00 TO 11+60.00 



1 .3' HMA (TYPE A)]-J 


FRESNO STREET 

sta "FFS" 9+60.22 TO 10+00.00 


3' HMA (TYPE A) 


MEDIAN ISLAND CURB 
(SEE Const DETAIL C-12) 



MEDIAN ISLAND CURB 
(SEE Const DETAIL C-12) 


Sta "FFS" 12+50.00 TO 12+60.79 
^X^Sta "FFS" 12+60.79 TO 16+75.00 


TYPICAL CROSS SECTIONS 

NO SCALE X-1 


BORDER LAST REVISED 7/2/2010 


USERNAME =>s 126560 

DGN FILE => 062HT20ca001 .dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


3 

J_I 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 

















DATE PLOTTED => 30-MAY-2012 















DATE PLOTTED => 30-MAY-2012 

















DATE PLOTTED => 30-MAY-2012 


































































































































END SAW CUT 


END MED I AKf^'^CiJRa.; - l 

END/MINOR PAViMG) 


... Beg. SAW CUT. 


END SIDEWALK 

: END" CURB^ \ 

'conform to Exist SIDEWALK 


Dist COUNTY ROUTE 

06 Ere 


POST MILES SHEET TOTAL 
TOTAL PROJECT | No. |SHEETS! 


CURVE DATA 


No. 

R 

A 

T 

L 


2000.00' 

5°55'10" 

103.41 ' 

206.63' 


+.93.9VEO__iJ 


5/29/12 ^;:!!::^ 

REGISTERED CP/fL ENGINEER DATE /^/ciLBERT^'i^ 

BACA 

_p L. 63140 - 

PLANS APPROVAL DATE \\. ^/ZO/^Zj ^, 

---- y T^/i 

WE STATE OF CALIFORNIA OR ITS OFFICERS \ 

OR AGENTS SHALL NOT BE RESPONSIBLE FOR - 

THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 


CAL/FORN/A 

H/GH-SPFED RA/L AUTHOR/7Y 



H STREET 


END .SAW CUT 
4.9" Rt 


Beg SAW CUT 
3-.g' Rt . 


^ND SIDEWALK . : 

/END CURB & CUTTEI^ 

CONFORM TQ'Exisf SIDEWALK 

END Ped-'RAILING 


+36.18 


.CONFORM TO Exist Pvmt 
'end .Ped. RAILING.’. 


"RWL0L1" 15+75.84= _ 

"FFS" 15+75.00, 41 .57 Lt 

. ^. 


Exist R/W- 


. Beg Shid TAPER 


■F" LINE CaHSRA 

_-- 

7 T 


H 51^'3B"29.1" E| 
.34..2..5;6.'.^ 


PROPOSED CaHSRA R/W 


"RWL0L5" 14+30.21= _ 

"FFS" 14+30.21 , 47.31 Lt 
END Ret WALL No. 5 


"RWL0L2’' T 5+74.59= 

"FFS" 1 5+75.00\"30’2"R+ 
END Ret WALL Noi. 2 


Union Pacific Railroad 


Beg ShId TAPER 
Beg MEDIAN TAPER' 


-PROPOSED CaHSRA R/W 


iumms: 

MATCH SHEET L-1 


-Exist R/W 

"FFS" 14+82.55= 

" "F" 279+34.87 POT 


CaHSRA UP 
DESIGN BY 


.S....4.1.°9.;29" E 

» 1592:"88" 


"RWL0L6" 14+34.78= 

"FFS" 14+34.78, 47.31 ' Rt 
END Ret WALL No. 6 


-REMOVE MBGR 


LAYOUT 

SCALE: 1" = 50' 


L-2 


BORDER LAST REVISED 7/2/2010 


USERNAME => si 26560 

DGN FILE => 062HT20ea002.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 0612000239-1 


CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 




































































































+50 VPI 
Elevi 296.10 



DATE PLOTTED => 30-MAY-2012 






























































































































DATE PLOTTED => 30-MAY-2012 


























































































LAST REVIS I O TL PLOTTED => 30-MAY-2012 

05-29-12 TIME PLOTTED => 11:08 











































































DATE PLOTTED => 30-MAY-2012 
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(0 

UJ 
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bist 


06 


CURVE DATA 


Fre 


POST MILES 
TOTAL PROJECT 


SHEET 

No. 


TOTAL I 
SHEETS I 


No. 

R 

A 

T 

L 


2000.00' 

S^’SS'IO" 

103.41 ' 

206.63' 




5/29/1 Z 


R^IGISTERED CiYll ENGINEER 

1 

PLANS APPROVAL DATE 

_ k 


THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 




CONFORM TO Exist SIDEWALK 


+36.18 


CONSTRUCTION DETAILS 

scale: 1" = 10' C - 4 


BORDER LAST REVISED 7/2/2010 


USERNAME => si 26560 

DGN FILE => 062HT20ga004.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


_L 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 



















































































DATE PLOTTED => 30-MAY-2012 

















































































LAST REVISION PLOTTED => 30-MAY-2012 

05-29-12 TIME PLOTTED => 11:08 

























































Q CD 
UJ 

<LjlJ 


Z 

o 

> 

Q 

Z 

o 

UJ 

o 


REGISTERED CIVIL ENGINEER 

1 

PLANS APPROVAL DATE 

_\r. 


SEE LAYOUT SHEET L-1 

Exist SIGNAL/LIGHT STANDARD 
Sta 10+46.22 


Exist ELECTRICAL BOX 
ADJUST TO GRADE 

MATCH Exist 
THERMOPLASTIC STRIPE 


AC PARKING LOT 


cr 

I— 

(/) 

o 

z 

to 

UJ 

cr 



Dist 


06 


Fre 


POST MILES 
TOTAL PROJECT 


SHEET! 

No. 


TOTAL 

SHEETS 


m£ STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 




CAL/FORN/A 

H/GH-SPFED RA/L AUTHOR/TY 


Exist ELECTRICAL BOX 

Exist CURB INLET 


SAW CUT AND MATCH 
Exist CURB AND GUTTER 


MATCH Exist 
THERMOPLASTIC STRIPE 


F STREET 


SOUTHEAST CORNER 
MODIFIED CASE C 


CONSTRUCTION DETAILS 

NO SCALE Q-7 


BORDER LAST REVISED 7/2/2010 


USERNAME =>si 26560 

DGN FILE => 062HT20ga007.clgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 
TIME PLOTTED => 11:08 















Dist COUNTY ROUTE 

06 Fre 


POST MILES SHEET TOTAL i 
TOTAL PROJECT No. |SHEETS| 


MATCH Exist 
THERMOPLASTIC STRIPE 


-MATCH Exist 
THERMOPLASTIC STRIPE 


F STREET 


■DETECTABLE WARNING SURFACE 


-NEAT CUT AND MATCH Exist AC 


-R 600' 


REGISTERED CIVIL ENGINEER 

“1 

PLANS APPROVAL DATE 

_ It 


THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 





CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TY 


RESET Exist PEDESTRIAN 
PUSH BUTTON POST 


MATCH Exist 
THERMOPLASTIC STRIPE 







\ 

\ \ 

\ \ 

\ 


Exist SIGNAL/LIGHT STANDARD 


—SAW CUT AND MATCH 
Exist CURB AND GUTTER 

-SAW CUT AND MATCH 
Exist SIDEWALK 


Exist ELECTRICAL BOX— 
ADJUST TO GRADE 

SAW CUT AND MATCH 
Exist CURB AND GUTTER 

SAW CUT AND MATCH 
Exist SIDEWALK 


Exist BUILDING 


SOUTHWEST CORNER 
MODIFIED CASE A 


CONSTRUCTION DETAILS 

NO SCALE C-8 


BORDER LAST REVISED 7/2/2010 


USERNAME =>si 26560 

DGN FILE => 062HT20ga008.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 
















o 

£2 

> 

o 

z 

o 

lU 

a 


FRESNO STREET 


MATCH Exist 
THERMOPLASTIC STRIPE 


RESET Exist "RIGHT LANE 
MUST TURN RIGHT" SIGN 


MATCH Exist 
THERMOPLASTIC STRIPE 


SAW CUT AND MATCH 
Exist CURB AND GUTTER 


SAW CUT AND MATCH 
Exist SIDEWALK 



UJ 

LlI 

cr 

I— 

to 

o 

z 

to 

LxJ 

cr 

Lu 


-NEAT CUT AND MATCH Exist AC 


SAW CUT AND MATCH 
Exist CURB AND GUTTER 

SAW CUT AND MATCH 
Exist SIDEWALK 


Dist 

COUNTY 

ROUTE 

POST MILES 
TOTAL PROJECT 

■CEB 

TOTAL 

SHEETS 

06 

Fre 






REGISTERED CIVIL ENGINEER DATE 


PLANS APPROVAL DATE 


STATE OF CAL/FORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNER 
COPIES OF THIS PLAN SHEET. 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TY 




X 





BORDER LAST REVISED 7/2/2010 


USERNAME => si 26560 RELATIVE BORDER SCALE 

DGN FILE => 062HT20ga009.dgn IS IN INCHES 


NORTHWEST CORNER 
MODIFIED CASE A 


CONSTRUCTION DETAILS 

NO SCALE Q-9 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


LAST REVISION ., PLOTTED => 30-MAY-2012 

05-29-12 TIME PLOTTED => 11:08 




















UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No 


DATE PLOTTED => 30-MAY-2012 
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Jo 

UJ 

o 



r^;gistered cmL engineer 

1 

PLANS APPROVAL DATE 

_ r 


Va lip 


DETAIL "A" 


PROPERTY LINE 



COLD 

JOINT 


-PROPERTY LINE 



06 


Fre 


POST MILES 
TOTAL PROJECT 


SHEET 

No. 


TOTAL 

SHEETS 






5/29/1Z 


THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 




CAL/FORN/A 

H/GH-SPEFD RA/L AUrHOR/TY 


Mm 


11.5' PATTERN 


PLAN 


DRIVEWAY APPROACH 

Sta "GST“ 36+03.00 



^-PROPERTY LINE 

EXPANSION 

JOINT 

SIDEWALK > 


COLD 

JOINT 




TRANSITION CURB & GUTTER TO 
TYPE 26A CONCRETE BARRIER 


Min 


-PROPERTY LINE 


PLAN 


9'PATTERN 


DRIVEWAY APPROACH 

sta "GST" 36+78.00 


CONSTRUCTION DETAILS 

NO SCALE C-11 


BORDER LAST REVISED 7/2/2010 


USERNAME =>si 26560 

DGN FILE => 062HT20ga011.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 0612000239-1 


CHSTP CONTRACT No. 


LAST REVISION PLOTTED => 30-MAY-2012 

05-29-12 TIME PLOTTED => 11:09 













Dist COUNTY ROUTE 

06 Fre 


PROJECT I No. [SHEETS! 


REGISTERED CiVtl ENGINEER DATE /^/GILBERTOX'i^ 


PLANS APPROVAL DATE 



TOOL EDGES 
I— 1" Min 


o • . A 




WEAKENED PLANE JOINT 


'Ad 

^ '/3 d - 

'A d 

r. p. <3 ; V. . ■ 


. ' O ’ 1 

I V. , i 


^ v .^1 

fv" La - ; 

_V . 


) V A'.. 


V - 1/ • ^ 1 

— '/3 d 

Vj d - 

■'A a 




THE STATE OF CALIFORNIA OR ITS OFFICERS \ ^X^CIVIL/^ 

OR AGENTS SHALL NOT BE RESPONSIBLE FOR - 

THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 


CAL/FORN/A 

H/GH-SPEFD RA/L AUTHOR/Tr 



STAMPED CONCRETE 
COBBLESTONE STACKED PATTERN 


CONSTRUCTION JOINT 


■STANDARD CURB 


sa 5 



TOOL EDGES 

/—APPROVED PLASTIC STRIP 


</ ’ 

A 1 


V • ^7 

A ■ . • ■ 


O ■ A • 

■ ^ A - • .<1 


ALTERNATE DESIGN WEAKENED 
PLANE JOINT 


TOOL EDGES 


SEE STATE SPEC. 51-1.12C 
{PREMOLDED EXPANSION JOINT FILLER) 


EXPANSION JOINT 


FILL WITH 12" OF CLEAN 
SOIL AND GRADE LEVEL TO 
3" BELOW THE TOP OF CURBS 


MEDIAN ISLAND CURB 


STREET 

SURFACE 


? o 

cd — 

£ 0) 

CO — 

^ > 


'/z" R (Typ)- 



6" 


24" 

4, 

CURB 

GRADE 

'c> ' \ 


-GUTTER GRADE 


Id 

.0015 Min 

A \ 
<\ ■ Y 



o- A ^ 


■ b. 1' ■ 

LT , . 

' ' ^ • 

\ 17 • ■ 

■ < 0 .. 



4 ^ 

1_:_:---— ---- 

10"^ 1 . 


CROSS-SECTION OF 
MONOLITHIC CURB AND GUTTER 




CURB LINE 
- '/z” R 

-CURB GRADE 


-ROAD 

SURFACE 


CROSS-SECTION OF CURB 


INTEGRAL COLOR #10115 
RELEASE COLOR #26008 
(FEDERAL STANDARD 595C 


IRREGULAR EDGES AND 
ROUNDED CORNERS 


EDGE OF MAT 



4" SOUARE PAVER 



_ 39^ Max _ 

COBBLESTONE STACKED PATTERN 


CONCRETE CURB CONSTRUCTION DETAILS 


CONSTRUCTION DETAILS 

NO SCALE C-12 


BORDER LAST REVISED 


USERNAME =>si 26560 

DGN FILE => 062HT20ga012.clgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 CHSTP CONTRACT No. 


LAST REVISION pLQTTED => 30-MAY-201 2 

05-29-12 TIME PLOTTED => 11:09 
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> 

o 

z 

o 

LU 

o 


r^;g'istered civil engineer 

1 

PLANS APPROVAL DATE 

_\r 




22' 




Var 

4 _ 


Var 



5^ 


SECTION B-B 


06 


Fre 


POST MILES 
TOTAL PROJECT 


5/29/1Z 


THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNER 
COPIES OF THIS PLAN SHEET. 




16' VERTICAL CURVE 


■5'_J 

1_1 


A-^ n 

22' 



c 

c 

_2' 



□ 

. 








CURB 



SECTION A-A 


CURB GRADE 



PLAN 


DRIVEWAY APPROACH 

Sta "GST" 31+66.00 
Sta "GST" 35+30.00 


CONSTRUCTION DETAILS 

NO SCALE C-13 


BORDER LAST REVISED 7/2/2010 


USERNAME => si 26560 

DGN FILE => 062HT20ga01 3.clgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 







LAST REVISION .. pLQTTED => 30-MAY-2012 

05-29-12 TIME PLOTTED => 11:09 












bist COUNTY 


o 




06 


Fre 






5/29/1Z 


CURVE DATA 


No. 

R 

A 

T 

L 


5000.00' 

2°34'0.93" 

112.02' 

224.01 ' 


match sheet 


Exist. 36" CULVERT- 


-0 


MH (TYPE Ai CASE Ijfb 


. 1 ;- 

EXIST MH 



24" RCP 





d)TYPE b DI 

^ 24" RCP ■ ■■ 

'remove 18" RCP (L=235 



N 5 1°36'29.1 " E 
312.56' 

G St OC 


S.41°22'45.2" E., 

.ZO.‘5-5' 


10 



r^igIstered cmL engineer 

i 

PLANS APPROVAL DATE 

_ 


THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR A CENTS SNAIL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNER 
COPIES OF THIS PLAN SHEET. 



REMOVE INLET 

Z) REMOVE 15" RCP (L=110') 



CAUFORN/A 

HIGH-SPEED RA/L AUrHOR/Py 



f)REMOVE 


REMOVE INLET rc 


Exist 42" CULVERT- 



y=78 


REMOVEilRCPl (L=32') 

REMOVE INLET 

REMOVE RCP (L 
' REMOVE INLET 
"'remove' RCP liL=26 

REMOVE INLET 


REMOVE 1115" RCP(f 

(lil= 80 ');i 
remove; 

INLEilf 



S 40°58'08" E 
836.23 


IMH (TYPE A, CASE 1) 
REMOVE 1 5" RCP(L= 
^remove iNLET 

i „ , , 

a) REMOVE 18" RCP (L=174') 
Z)tYPE G1 DI 1 


: INLET^^,^jQ jYPE D 
0) 24" RCP 


DI 






GSTREET 


8 

>)24" RCP 


c/) 



MH 


eOTYPE D DI 

fYPE D Dl|( 
24" picP [ 
(TtPE. At..,CASE 



18" RCP 

(TYPE A, CASEj 
F118" RCP 


— sd - 


■ sd 


Exist 84" CULVERT- 

- sd - 


MH (TYPE A, CASE IV) 


/FSTREET 


• sd- 


sd- 


- sd - 


-e- 


■ sd- 


— sd - 


-- sd 



MH (TYPE A, CASE I) 


Exist RCP 


Exist 72" culvert- 


notes : 1! I 

I 

1. SEE DRAINAGE DETAILS FOR MANHOLE AND INLET INFORMATION. 

2. ALL WORK SHALL BE DONE IN ACCORDANCE WITH STANDARD PLANS AND SPECIFICATIONS OF THE FRESNO METROPOLITAN FLOOD 
CONTROL DISTRICT, DATED APRIL 1, 2011 AND REVISIONS THERETO. 

3. BEFORE COMMENCING EXCAVATION, THE CONTRACTOR SHALL NOTIFY ALL UTILITY AUTHORITIES OR UTILITY COMPANIES HAVING 
INTEREST IN THE WORK OF THE CONTRACTORS INTENTION TO EXCAVATE PROXIMATE TO EXISTING FACILITIES AND THE CONTRACTOR 
SHALL VERIFY THE LOCATION, DEPTH, AND SIZE OF ALL UTILITIES IN THE WORK AREA. 

4. TWO WORKING DAYS BEFORE PERFORMING ANY EXCAVATION THE CONTRACTOR SHALL CALL "USA" (UNDERGROUND SERVICE ALERT) TOLL 
FREE 811. 

5. THE CONTRACTOR SHALL NOTIFY THE CITY OF FRESNO CONSTRUCTION MANAGEMENT INSPECTION SERVICES AT (559) 621-5600 AND 
THE COUNTY OF FRESNO CONSTRUCTION DIVISION AT (559) 600-4247, A MINIMUM 48 HOURS PRIOR TO BEGINNING CONSTRUCTION. 


1’ ...24"-RCP , 

2) REMOVE INLET 

^ TYPE D DI 
I )'24" RCP ■: 


-- sd - 


■ sd- 


Exist ..J2" CULVERT 


DRAINAGE PLAN 

SCALE: 1" = 50' D-l 


BORDER LAST REVISED 7/2/2010 


USERNAME =>si 26560 
DGN FILE => 062HT20ia001.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


LAST REVISIO N, pLQTTED => 30-MAY-2012 

05-29-12 TIME PLOTTED => 11:11 



























































































































































DATE PLOTTED => 30-MAY-2012 







































































3“ 

_JC/) 
< UJ 
UQ 
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o 


0) 

liJ 
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290 
















285 












NOTES:! 


il ..UIILITIES.Ta .BE.VERIIEIED. BM. 

OTHERS PRIOR TO CONSTRUCTION. 

:2. UTiLiiTiES.IN; CONFLISt TO.; 

BE RELOCATED BY OTHERS. ; 


06 


Fre 


POST MILES 
TOTAL PROJECT 


SHEET 

No. 


TOTAL 

SHEETS 




ENGINEER DATE 


PLANS APPROVAL DATE 


WE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 
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BORDER LAST REVISED 7/2/2010 


USERNAME =>si 26560 

DGN FILE => 062HT20ib001.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


LAST REVISIO N, PLOTTED => 30-MAY-2012 

05-29-12 TIME PLOTTED => 11:11 


































































































DATE PLOTTED => 30-MAY-2012 













DATE PLOTTED => 30-MAY-2012 






























































































LAST REVISION . PLOTTED => 30-MAY-2012 

05-29-12 TIME PLOTTED => 11:11 
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REGISTERED ENGINEER DATE 


PLANS APPROVAL DATE 


THE STATE OF CAL/FORM/A OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 
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!j) 60" ix 114.7$' RCP 


FL 261.33 


No.<4 


MOOl-Fl .Exl$±.STORAGE .,BOX J.. 

SEE Str PLANS 


DR AIN AGE pRQpiLES 

^ SCALE: 


Horiz 1"=10' 
Verf T"i:5" 


Dp^5 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No 


LAST REVlSJO hL qate PLOTTED => 30-MAY-201 2 
05-29-12 TIME PLOTTED => 11:12 



























STATE OF CALIFORNIA - DEPARTMENT OF TRANSPORTATION functional supervisor calculated- a, f.ianoro corrfa rfvisfo ry 

-- ULbluNtU dY 




0612000239-1 


CHSTP CONTRACT No. 
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Cone COLLAR 2" BELOW COVER, 
2" HMA FLUSH WITH COVER 
IN HMA PAVED INSTALLATIONS 


STANDARD MANHOLE 

CASE IV D=84" 

CASE V D=96" 


Cone COLLAR FLUSH WITH COVER 
FOR pee PAVEMENT INSTALLATIONS 


PROVIDE KEYED BASE FOR 
48" Die PRECAST RISER 
SECTION, MORTAR JOINT. 


POURED-IN-PLACE 
CLASS "A" Cone RISER 




y4"0 ROUND MILD STEEL BAR 
BEND HOT. SEE NOTE 2 


NOTE 4 & 5 

ECCENTRIC CONE 
PER A.S.T.M. C-478 



REGISTERED CTYTL ENGINEER 

DATE // 

PLANS APPROVAL DATE 

- 1 “ 


VERTICAL LEG FOR GRADE 
-RING INSTALL. SEE NOTE 6 


■L 


r 


VARIES, SEE 
NOTES ,4 & 5 
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Fre 


POST MILES 
TOTAL PROJECT 


SHEET! 

No. 


TOTAL 

SHEETS 




5/29/12, 


THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNER 
COPIES OF THIS PLAN SHEET. 




CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/rY 


3 


NOTES: 


STEP DETAIL 


POURED-IN-PLACE 
CLASS "A" Cone BASE 


(Typ) 


1. USE MANHOLE WITH STEPS WHEN DISTANCE BETWEEN FINISH SURFACE AND FLOW LINE IS 12 FEET OR GREATER. 

2. STEEL BAR FOR STEPS SHALL CONFORM TO A.S.T.M. A108-07 AND GALVANIZED PER A.S.T.M. A1 23/A123M-09 
AFTER HOT BENDING. OTHER CORROSION-PROOFING COATINGS MAY BE APPROVED BY THE ENGINEER. 

3. STEPS SHALL BE SLIP RESISTANT, USING AN APPROVED COATING, ETCHING, 

GROOVING, OR OTHER METHOD APPROVED BY THE ENGINEER. 

4. MINIMUM STEP IMBEDMENT SHALL BE 6 INCHES, FIRMLY AND RIGIDLY SET 
WITH EPOXY GROUT OR EPOXY. EXCEPTION: SEE NOTE 5. 

5. WHERE THE WALL THICKNESS OF ANY ELEMENT OF THE MANHOLE WILL NOT PERMIT AT LEAST 6 INCHES 
OF STEP IMBEDMENT, APPROVED ANCHORING DEVICES SHALL BE USED WHICH PROVIDE A MINIMUM 

3 INCHES IMBEDMENT AND MEET THE MINIMUM DESIGN LOAD REQUIREMENTS OF SECTION 3277(C) 

OF TITLE 8, CALIFORNIA CODE OF REGULATIONS. 

THE MINIMUM DESIGN LOAD SHALL BE A SINGLE CONCENTRATED LOAD OF 300 LBS. 

6. WHERE STEP IS LOCATED WITHIN GRADE RING AREA, USE GRADE RINGS GROOVED FOR STEP 
PLACEMENT BETWEEN RINGS. STEP SHALL HAVE VERTICAL ANCHOR LEGS BEHIND THE RING. 

7. ORIENT MANHOLE SO THAT STEPS ARE IN THE WALL WITHOUT PIPES, OR WALL WITH 
THE LEAST DIAMETER PIPE. MAINTAIN CONTINUOUS VERTICAL STEP ALIGNMENT. 

TYPE "A" MANHOLE 
WITH STEPS 

NOTES: 

1. PRECAST PIPE, ADJUSTING RINGS AND TAPERED OR FLAT TOP SECTIONS SHALL BE 
CONSTRUCTED IN ACCORDANCE WITH A.S.T.M. C-478, USING TYPE II CEMENT. 

2. ALL JOINTS SHALL BE MORTARED. 

3. INTERIOR OF THE MANHOLE SHALL HAVE A SMOOTH TROWLED SURFACE. 

4. IF THE DISTANCE BETWEEN THE FLOW LINE OF THE MANHOLE AND THE FINISH GRADE OF THE LID 
IS GREATER THAN OR EQUAL TO 12 FEET, THE MANHOLE IS TO BE CONSTRUCTED WITH STEPS, AS 
SHOWN ON FRESNO METROPOLITAN FLOOD CONTROL DISTRICT STANDARD PLANS AND SPECIFICATIONS. 

5. MANHOLES SHALL BE CONSTRUCTED PER SECTION 23 OF THE FMFCD STANDARD SPECIFICATIONS. 

6. FLAT SLAB LIDS SHALL BE DESIGNED FOR HS20-44 LOADING. CALCULATIONS SHALL BE 
SUBMITTED TO THE ENGINEER FOR APPROVAL PRIOR TO FABRICATION. 

7. CONTRACTOR SHALL EMPLOY ALL MEASURES NECESSARY TO ENSURE THAT THE MINIMUM COMPACTION 
REQUIREMENTS ARE MET FOR ALL BACKFILL ASSOCIATED WITH THE MANHOLE CONSTRUCTION. 


TYPE 


MANHOLE 


DRAINAGE DETAILS 

NO SCALE DD-2 


BORDER LAST REVISED 7/2/2010 


USERNAME => si 26560 

DGN FILE => 062HT20ic002.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 






LAST REVIS I O N plotted => 30-MAY-2012 

05-29-12 TIME PLOTTED => 11:12 
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MATCH CURB TYPE 


Hi 

^ _ 

1 

GRATE 

TYPE 

18 OR 
24 



_ 


t 


MATCH CURB TYPE, 
TYPE D SHOWN 


#7 @ 6 
BEND 7" 

INTO WALLS- 


DEPRESSION FOR 
TYPE A CURB ONLY 

^SAME SLOPE 
AS GUTTER 


A? 


1 

/ 




#4 0 18 


TYPE G1 


SECTION A-A 


2'-1iy8" Min OR 


OUTSIDE Dia OF 
PIPE + 3"± 

TYPE G4 
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POST MILES 
TOTAL PROJECT 


SHEET 

No. 


TOTAL 

SHEETS 




5/29/12, 


PLANS APPROVAL DATE 


THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR A CENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 




OUTSIDE Dia OF 
PIPE + 3"± 

SECTION B-B 


l'/2" for type 24 GRATE 


1 s/g" for type 18 GRATE 


BEARING 
BARS-- 


(Cast nodular Iron) 

1 for type 24 GRATE 


r-sVa" for type is grate 

FOR TYPE 24 
GRATE , 


1 '-3" FOR TYPE 18 
GRATE 


CONCRETE QUANTITIES TABLE 


y8"± 0 

CROSS 
BARS — 


ye" fillet weld FULL 
DEPTH EACH SIDE ON 
OUTSIDE BEARING BARS 
AND ON EVERY THIRD 
INTERNAL BEARING BAR- 






2'/2" 

END 


X Ye" 
BARS' 


NOTES; 


Ya"! 0 BAR 




% 




TYPE 24 GRATE = 
2^-1" 


TYPE 18 GRATE = 
r-7" 






/ L4 X 3 X '/^ 

_ 

T“ / 



ro , 



H=36" TO 

96" {T=6") 

H=97" TO 

20' (T=8") 

TYPE 

H=36" 

(CY) 

ADDITIONAL 
PCC PER FT 
(CY) 

H=97" 

(CY) 

ADDITIONAL 
PCC PER FT 
(CY) 

G1 

0.95 

0.220 

XX 

XX 

G-4X 

(TYPE 24) 

1 .27 

0.255 

3.48 

0.357 

G-4^ 

(TYPE 18) 

1 .30 

0.255 

3.50 

0.357 



ya" bars on 


Bearing bars to be 3'/2" 

1 ya" centers. 

12 Bars for Type 24 grate - 9 bars for 
Type 18 grates. (Type 24 grate shown). 

Weight of Type 24 grate = 192 LBS. 

Weight of Type 18 grate = 145 LBS. 

0 Cross bars may be fillet welded, 
resistance welded or electroforged to 
bearing bars. 

TYPE 18-9X AND 24-12X GRATE 

{Welded Steel) 


'll 


i 


1 or. 

_ 





Y 




// CO 


A' \\ 


2",I 


_ t 

_ ‘ ‘ 


, ::s 




"#4 Min ANCHORS 


TYPE 24 
GRATE = 2'-0", 
TYPE 18 
GRATE = r-6" 

- L4 X 3 X '/4 


CROSS SECTION 

(Thru frame) 


3^-4" 


TABLE BASED ON 8" FLOOR SLAB. NO DEDUCTIONS ARE TO BE MADE 
TO THESE QUANTITIES BECAUSE OF PIPE OPENINGS, DIFFERENT FLOOR 
ALTERNATIVES OR DIFFERENT CURB TYPES. * QUANTITIES FOR TYPE 
G-4 INLETS BASED ON THE MINIMUM INTERIOR DIMENSIONS. 

MAXIMUM ALLOWABLE HEIGHT FOR TYPE G-1 INLET IS 6'. 


tt: 


S'-SYa" 


X '/E X 3'-4Ya" BAR 

TYPICAL FRAME 


LONGITUDINAL SECTION 

(Thru frame and grate) 


RECTANGULAR FRAME DETAILS 

(For all rectangular grates) 


TYPE G1 AND G4 INLET 


DRAINAGE DETAILS 

NO SCALE DD-5 


BORDER LAST REVISED 7/2/2010 


USERNAME => si 26560 

DGN FILE => 062HT20Ic005.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 
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#4 & "b" c_>BARS 


SET BAR ON VERTICAL AXIS OF PIPE. 
SPACE OTHER BARS FROM THIS BAR, Typ 


2" Typ- 



■#3 & 12" 


SET BAR ON HORIZONTAL AXIS OF PIPE. 
SPACE OTHER BARS FROM THIS BAR, Typ 


Dist COUNTY ROUTE 

06 Fre 


POST MILES 
TOTAL PROJECT 


TOTAL , 
No. I SHEETS I 


NOTES: 

1. WHERE PIPE OF DIFFERENT DIAMETERS ARE JOINED 
WITH A CONCRETE COLLAR, "L" SHALL BE THAT OF 

THE LARGER PIPE. D=D1 OR 02 WHICHEVER IS GREATER. 

2. JOIN PIPES AT INVERTS WHERE THE SLOPE OF THE 
DOWNSTREAM PIPE IS GREATER THAN THE SLOPE OF THE 
UPSTREAM PIPE. JOIN PIPES AT SOFFIT WHERE THE SLOPE 
OF THE UPSTREAM PIPE IS GREATER THAN THE SLOPE OF 
THE DOWNSTREAM PIPE. 

3. "b" BARS TO BE LOCKED AROUND LONGITUDUNAL 
REINFORCEMENT. ROTATE BARS AS NECESSARY. 

4. CONCRETE COLLAR SHOWN IS ADEQUATE FOR UP TO 40 FT 
OF FILL AND PIPE DIAMETERS LESS THAN 6 FT. 

5. FOR PIPE SIZE NOT LISTED USE NEXT LARGER. 


hddr 

REGISTERED C^. 


5/29/12 ^ 

ll ENGINEER DATE //A 


PLANS APPROVAL DATE _Jj 

THE STATE OF CAL/FORM/A OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 


^GILBERTON 

BACA 

„ 63140 





CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TY 


SECTION A-A 


#4 @ 12" 


CONCRETE PIPE- 


SOFFIT OF PIPE 


INVERT OF PIPE 


\\ 

^ W 


CONCRETE PIPE 


D 

L 

T 

"a" 

"b" 

12" 

1 .0' 

4" 

@12" 

@12" 

18" 

1 .0' 

5" 

@12" 

@12" 

24" 

1 .0' 

6" 

@12" 

@1 2" 

36" 

1 .5' 

10" 

@12" 

@12" 

42" 

1 .5' 

10" 

@1 2" 

@12" 

48" 

1 .5' 

10" 

@12" 

@12" 

60" 

1 .75' 

11" 

@12" 

@12" 

72" 

2.0' 

12" 

@6" 

@6" 


#3 ® "a" BARS- 


MITER ENDS OF PIPE TO FIT. PLACE INTERIOR FORMING AS REQUIRED 
TO MAINTAIN FULL CROSS SECTION OF PIPE LINES AT JOINT. PROVIDE 
SMOOTH FINISH TO INSIDE OF JOINT AS REQUIRED. 


#3 ® "b" 


CONCRETE COLLAR 


DRAINAGE DETAILS 

NO SCALE DD-6 


BORDER LAST REVISED 7/2/2010 


USERNAME =>s1 26560 

DGN FILE => 062HT20ic006.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER «Sc PHASE 0612000239-1 CHSTP CONTRACT No. 
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UJ z 

< 

< ^ 

?AINAGE UNIT No. Q 

INLET 

DESIGN HEIGHT "H" z 

MINOR Cone 
(MINOR Str) 

Misc IRON & STEEL 

(N) 

<S 

B o 
< “ 

is 

MINOR 

CONCRETE (BACKFILL) 

Q OO 

Q 

TYPE 

Ft 

CY 

LB 

SOYD 

CY 

1 

a 





70 



b 


6.9 






c 








<1 

D 

6.0 

2.20 

168 




e 








f 

D 

5.7 

2.13 

168 



2 

a 

D 

6.1 

2.22 

168 




b 








c 


6.9 






d 








e 

D 

6.1 

2.22 

168 




f 





50 



g 


7.8 






b 





26 



i 


7.4 






j 





160 



k 

D 

7.0 

2.44 

168 




1 








m 

D 

7.0 

2.44 

168 




n 








o 


1 5.4 





3 

a 


4.3 






b 








c 

G1 

5.9 

1 .59 

239 



4 

a 

GO 

3.4 

2.06 

187 




b 






2.2 


c 

GO 

3.3 

2.03 

187 




d 






7.3 


e 

GO 

4.1 

2.30 

187 




f 






2.4 


g 

GO 

6.0 

2.43 

187 




h 








I 

G4 

6.9 

3.23 

187 




J 







SHE! 

ET T 

OTAL 


27.29 

1 2182 

306 

1 1 .9 


FRAME 

& 

GRATE 


(N) NOT A SEPERATE PAY ITEM, FOR INFORMATION ONLY. 


REINFORCED 
CONCRETE PIPE 


Ld Ld 

^ (/)(/)> 

< < O 

O O O ^ 

•< «—. 


cn >- >- od 00 

h- I— h- U_ T- 

"e^T^I^Ta LF~ 


Ld£r 

CCo > 


Oo Ld 


LF 

LF 

CY 

252.9 






25.7 





0.2 

51.4 





0.2 



0.2 

33.7 






21.7 





0.2 

184.9 






55.7 






18.1 





0.2 

30.7 





0.2 

347.5 














1 .5 



0.2 






0.2 






0.2 






0.2 

20.2 





0.2 


114.8 


1036.5 

114.8 

3.7 


DESCRIPTION 


Od Q1 

Tf ea“ 


24" RCP _ 

TYPE A MANHOLE (CASE I) _ 

24" RCP _ 

TYPE D PI _ 

24" RCP _ 

TYPE D PI _ 

TYPE D PI _ 

24" RCP _ 

TYPE A MANHOLE (CASE I) _ 

24" RCP _ 

TYPE D PI _ 

24" RCP _ 

TYPE A MANHOLE (CASE I) _ 

24" RCP _ 

TYPE A MANHOLE (CASE I) _ 

24" RCP _ 

TYPE D PI _ 

24" RCP _ 

TYPE D PI _ 

24" RCP _ 

TYPE A MANHOLE (CASE IV) 

TYPE A MANHOLE (CASE I) _ 

18" RCP _ 

TYPE G1 PI, 24-12X GRATE 
TYPE GO (Mod) PI, 18-9X GRATE 

1 8" RCP _ 

TYPE GO (Mod) PI, 1 8-9X GRATE 

18" RCP _ 

TYPE GO (Mod) PI, 1 8-9X GRATE 

18" RCP _ 

TYPE GO (Mod) PI, 1 8-9X GRATE 

24" RCP _ 

TYPE G4 PI, 18-9X GRATE _ 

60" RCP 


"GST" 31+00.00, Lt 2.00' 

"GST" 31+00.00, Lt 21.61' 

"GST" 31+00.00, Rt 50.72' 
"GST" 36+41.43, Lt 29.00' 

"GST" 36+41 .43, Rt 6.00^ 

"GST" 36+41.43, Rt 29.00' 

"GST" 38+30.24, Rt 6.00^ 

"MA" 23+12.71 , Lt 6.00^ 

"MA" 22+53.00, Lt 25.36^ 

"MA" 22+53.00, Rt 26.03' 

"MA" 19+00.00, Lt 6.00' 
"FFS" 11+98.50, Rt 26.66' 

"FFS" 11+98.50, Rt 76.65' 
"FFS" 15+05.00, Lt 34,00' 

"FFS" 1 54-27,1 7, Lt 35,42^ 

"FFS" 15+75.00, Lt 40.26^ 

"FFS" 16+97.80, Lt 48.31' 

"FFS" 17+10.38, Lt 21 .59' 



COUNTY 

ROUTE 

POST MILES 





TOTAL PROJECT 


06 

Fre 





REGISTERED CmL ENGINEER D^TE 

II BACA 


PLANS APPROVAL DATE _^ 

THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNER 
COPIES OF THIS PLAN SHEET. 
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CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/rV 


1 D-1 


2 D-1 


DRAINAGE QUANTITIES 

DQ-1 


BORDER LAST REVISED 7/2/2010 


USERNAME =>si 26560 

DGN FILE => 062HT20ld001 .dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 



o 

> 

o 

z 

o 

UJ 

o 


r^gIst 

ERED CWTL engineer 

1 

PLANS 

APPROVAL DATE 

_1 


Dist 


06 


Fre 


POST MILES 
TOTAL PROJECT 


SHEET 

No. 


TOTAL 

SHEETS 




5/29/1Z 


THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 




CAL/FORN/A 

HIGHSPEED RA/L AUTHOR/Tr 


DRAINAGE PLAN 

SHEET No. 

DRAINAGE 

SYSTEM No. 

DRAINAGE UNIT No. Q 

INLET 

DESIGN HEIGHT "H" z 

MINOR Cone 
(MINOR Str) 

Misc IRON & STEEL 

PLACE HMA -£ 

(Misc AREA) “ 

MINOR 

CONCRETE (BACKFILL) 

FRAME 

& 

GRATE 

MANHOLE 

REINFORCED 
CONCRETE PIPE 

CONCRETE 
(CONCRETE APRON) 

REMOVE INLET 

REMOVE FRAME & GRATE 

REMOVE CULVERT 

REMOVE MANHOLE 

DESCRIPTION 

STATION 

DRAINAGE UNIT No. Q 

DRAINAGE 

SYSTEM No. 

DRAINAGE PLAN 

SHEET No. 

TYPE A (CASE I) 

TYPE A (CASE IV) 

FRAME & COVER 

OD 

V 

CM 

o 

iD 

TYPE D 

18-9X 

24-12X 

— 

TRASH RACK 

TYPE 

Ft 

CY 

LB 

SQYD 

CY 

EA 

EA 

EA 

EA 

EA 

EA 

EA 

LF 

LF 

LF 

CY 

EA 

EA 

LF 

EA 

D-2 

5 

a 

GO 

3.3 

2.06 

187 




1 


1 







0.2 





TYPE GO (Mod) DI, 1 8-9X GRATE 

"FFS" 15+05.00, Rt 34.00' 

a 

5 

D-Z 



b 






2.2 








19.3 








18" RCP 


b 





c 

GO 

3.3 

2.06 

187 




1 


1 







0.2 





TYPE GO (Mod) DI, 18-9X GRATE 

"FFS" 15+27.17, Rt 34.00' 

c 





d 






7.3 








45.1 








18" RCP 


d 





e 

GO 

4.0 

2.30 

187 




1 


1 







0.2 





TYPE GO (Mod) DI, 18-9X GRATE 

"FFS" 15+75.00, Rt 35.27' 

e 





f 






2.0 








124.8 








18" RCP 


t 





g 

GO 

6.4 

3.70 

187 




1 


1 







0.2 





TYPE GO (Mod) DI, 18-9X GRATE 

"FFS" 17+00.00, Rt 44.32' 

g 





h 










1 





59.1 







24" RCP 


b 





I 






















INSTALL TRASH RACK to Exist DI 

"FFS" 17+55.58, Rt 20.07' 

I 



D-1 

1 X 

a 


















1 

1 



REMOVE INLET 

"GST" 31+78.35, Rt 73.33' 

a 

IX 

D-1 



b 




















32 


REMOVE RCP 


b 





c 


















1 

1 



REMOVE INLET 

"GST" 31+57.39, Rt 50.92' 

c 





d 




















235 


REMOVE RCP 


d 



D-1 

2X 

a 


















1 

1 



REMOVE INLET 

"FFS" 11+49.17, Lt 69.51' 

a 

2X 

D-1 



b 




















26 


REMOVE RCP 


b 





c 


















1 

1 



REMOVE INLET 

"FFS" 11+42.23, Lt 43.84' 

c 





d 




















78 


REMOVE RCP 


d 





e 


















1 

1 



REMOVE INLET 

"FFS" 12+14.30, Lt 45.74' 

e 





f 




















80 


REMOVE RCP 


t 



D-1 

3X 

a 




















174 


REMOVE RCP 


a 

3X 

D-1 



b 


















1 

1 



REMOVE INLET 

"FFS" 12+55.90, Rt 37.80' 

b 





c 




















58 


REMOVE RCP 


c 





d 


















1 

1 



REMOVE INLET 

"GST" 34+43.34, Rt 30.15' 

d 





e 




















110 


REMOVE RCP 


e 





f 


















1 

1 



REMOVE INLET 

"GST" 35+29.98, Lt 28.50' 

t 





g 





















1 

REMOVE MANHOLE 

"GST" 33+86.81 , Rt 32.53' 

g 



D-1 

4X 

a 


















1 

1 



REMOVE INLET 

"MA" 22+53.00, Rt 26.23' 

a 

4X 

D-1 

D-2 

5X 

a 


















1 

1 



REMOVE INLET 

"FFS" 16+94.08, Lt 51 .67' 

a 

5X 

D-2 



b 




















35 


REMOVE RCP 


b 





c 


















1 

1 



REMOVE INLET 

"FFS" 17+08.26, Lt 21 .49' 

c 





d 




















122 


REMOVE RCP 


d 



D-2 

6X 

a 


















1 

1 



REMOVE INLET 

"FFS" 16+38.80, Rt 42.48' 

a 

6X 

D-2 



b 




















100 


REMOVE RCP 


b 




SHEI 

^T T 

OTAL 


10.1C 

1 748 

0 

1 1 .5 

0 

4 

0 

5 

0 

0 

0 

189.2 

59.1 

0.0 

0.8 

12 

12 

1050 

1 






SHEET TOTAL DQ-1 

27.29 

> 2182 

306 

1 1 .9 

6 

5 

1 

5 

5 

1 

6 

229.9 

1036.5 

114.8 

; 3.7 

0 

0 

0 

0 






TOTAL 

37.39 

2930 

306 

23.4 

6 

9 

1 

10 

5 

1 

6 

419.1 

1095.6 

114.8 

; 4.5 

12 

12 

1050 

0 







(N) NOT A SEPERATE PAY ITEM, FOR INFORMATION ONLY. 


DRAINAGE QUANTITIES 

DQ-2 


BORDER LAST REVISED 7/2/2010 


USERNAME => si 26560 

DGN FILE => 062HT20id002.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 




z 

o 

> 

o 


(0 

LU 

Q 


bist 


NOTES: 

1. UTILITIES TO BE VERIFIED BY OTHERS 
PRIOR TO CONSTRUCTION 

2. UTILITIES IN CONFLICT TO BE RELOCATED 
BY OTHERS. 

3. HIGH RISK UTILITIES TO BE LOCATED BY 
POTHOLE PRIOR TO ANY EXCAVATION. 


UTILITY INFORMATION 


UTILITY INFORMATION 


06 


Fre 


POST MILES 
TOTAL PROJECT 


SHEETI 

No. 


TOTAL 

SHEETS 


No. 

FACILITY 

SIZE 

OWNER 

DISPOSITION 


SEWER 

18" 

CITY OF FRESNO 



FIBER OPTIC 

6-1/2" 

CITY OF FRESNO 


C 3 ) 

WATER 

12" 

CITY OF FRESNO 


O) 

GAS 

UNKNOWN 

PG&E 


(D 

WATER 

12" 

CITY OF FRESNO 


d) 

WATER 

8" 

CITY OF FRESNO 


(D 

TELEVISION 

N/A 

UNKNOWN 


d) 

GAS 

UNKNOWN 

PG&E 


(D 

SEWER 

10" 

CITY OF FRESNO 



POWER 

22 KV 

PG&E 



No. 

FACILITY 

SIZE 

OWNER 

DISPOSITION 

(TT) 

OH TELECOM 

N/A 

UNKNOWN 



OH POWER 

UNKNOWN 

PG&E 


0 

SEWER 

8" 

CITY OF FRESNO 


<Q) 

COPPER SYNCH 

2" 

CITY OF FRESNO 


© 

FIBER OPTIC 

4" 

VERIZON/MCI 



REGISTERED CIVIL ENGINEER 


PLANS APPROVAL DATE 

_i‘. 


THE STATE OF CALIFORNIA OR ITS OFFICERS \ 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR ^ 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 




UTILITY PLAN 

SCALE: 1" = 50' y -1 


BORDER LAST REVISED 7/2/2010 


USERNAME => si 26560 

DGN FILE => 062HT20ka001.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


0 1 2 
I _^^^_L. 


UNIT 1469 


PROJECT NUMBER & PHASE 0612000239-1 


CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 
























































































































































































Dist COUNTY 


POST MILES 
TOTAL PROJECT 


SHEET TOTAL 
No. I SHEETS I 


L 

JTILITY I 

NFORMATION 

No. 

FACILITY 

SIZE 

OWNER 

© 

OH TELECOM 

UNKNOWN 

UPRR 

© 

OIL (ABANDONED) 

UNKNOWN 

CHEVRON 

© 

OH POWER 

UNKNOWN 

UPRR 

© 

FIBER OPTIC 

UNKNOWN 

SPRINT 

© 

FIBER OPTIC 

UNKNOWN 

QWEST 

dj) 

OIL 

UNKNOWN 

KINDER MORGAN 

© 

POWER 

15 KV 

PG&E 

© 

POWER 

15 KV 

PG&E 


DISPOSITION 


REGISTERED CIVIL ENGINEER DATE ^^ 


PLANS APPROVAL DATE _ 

THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 


ypxp- y 

Of 



CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/TY 


H | TREET 



^ W-— 

-g—T—-I . 1.9 :.:r 



"PL-^i-g- 


tc 





"F" LINE CaHSRA 


-^ 

3 


■^■1---r— 

4 i 

275 


1- 

6 



7 



s — 

-s- 



_j 

1 "PL 




P_ : 


my 








1 ' 

i t ; 



crt 



- 



match sheet U-1 


UTILITY PLAN 

SCALE: 1" = 50' JJ - 2 


BORDER LAST REVISED 7/2/2010 


USERNAME =>si 26560 

DGN FILE => 062HT20ka002.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 0612000239-1 CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 









































































a 

—itn y 

<iij ^ 

OQ ^ 


LEGEND: 


DIRECTION OF DETOUR 
CONSTRUCTION AREA SIGN 
PORTABLE CHANGEABLE MESSAGE SIGN (PCMS) 
TYPE III BARRICADE 


CONSTRUCTION AREA 

[Fresno St| G7-1 (CA) 
M4-10(L) 

[Fresno St] G7-1 (CA) 
M4-10(R) 


I G St I G7-1(CA) 
M4-10(L) 

I G""st I G7-1(CA) 
M4-10(R) 


1-5) It detourI SC3(CA) 


"FRESNO ST / "follow 
closed / detour 

AHEAD / SIGNS" \ 


SEE TRAFFIC HANDLING DETAIL 
SHEET-ROAD CLOSURE 


./ s.. ..'I. 

. :r.: 


i i i 


Tf... 1* 


(Qi-iii 


TYPE III BARRICADE (TOTAL 1} 
''MOUNT R11-4 SIGN ON BARRICADE 


VAN NESS Ave 


. } ..7::r- 

0:4X0 


\ ^ 





tr . 

. » 

"‘•.1 

'1 JK / 

ROAD CLOSED 

TO 

THRU TRAFFIC 

R1 1-4 


if 

lli 

ll 

11 

1 ... 0iJ 






j I H St 

. 


SEE TRAFFIC HANDLING DETAIL 
SHEET-ROAD CLOSURE 


ynlon BQlLway 


^ G St 


Dis+ COUNTY ROUTE 

Dist COUNTY ROUTE TOTAL PROJECT No. SHEETS 

06 Fre 

/GaX- H Miol^ 5-29-1 

REGISTERED CIVIL ENGINEER DATE /^/^EVIN\ 

h.^raA '^I 

_ I (No. .C.595861 mj| 

PLANS APPROVAL DATE _ 12/31/13 / JL 

m£ STATE OF CALIFORNIA OR ITS OFFICERS V* pVcIVILVv 

OR AGENTS SHALL NOT BE RESPONSIBLE FOR -- - 

THE ACCURACY OR COMPLETENESS OF SCANNED 

COPIES OF THIS PLAN SHEET. ^=sa;5=ss=^ 


CAL/FORN/A 

H/GH-SPEEDFA/L AUmOP/rV 



SEE TRAFF I C HANDLI NG 

sheet4rpad closure 


ite 


(fi) 1 ii 


C/) 






<)^l© 01J 

/ l/i I i.Is • 


+- 


-H 


CO 

o 


{/) 

I 

>- i 


z 


z:; 


o 


I—-* i 


.. 2 



"■■■"'■in 

o ’* 


•’"TN 1 r 

I 


ROUTE "99' 


SEE TRAFFIC HANDLING DETAIL, 
SHEET-ROAD CLOSURE 


BORDER LAST REVISED 7/2/2010 


USERNAME =>si 27682 

DGN FILE => 062HT20mg001.dgn 


APPROVED FOR DETOUR CONSTRUCTION WORK ONLY 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1513 


DETOUR PLAN 

NO SCALE DE-1 


PROJECT NUMBER & PHASE 0612000239-1 CHSTP CONTRACT No. 


LAST REVISION . pATE PLOTTED => 29-MAY-201 2 

05-29-12 TIME PLOTTED => 14:20 










































Dist COUNTY ROUTE 


LEGEND: 


DIRECTION OF TRAFFIC FLOW 

ROADSIDE SIGN PANEL ON EXISTING POST 

CHANNELIZER 

TYPE III BARRICADE 

TYPE I BARRICADE 

SIGN NUMBER 


CONSTRUCTION AREA 


NOTES: 

1. FOR ADDITIONAL CONSTRUCTION AREA SIGNS, SEE 
DETOUR PLAN. 

2. EXACT LOCATION OF SIGNS TO BE DETERMINED BY 
THE ENGINEER. 


3. COVER ALL CONFLICTING SIGNS. 


POST MILES SHEET TOTAL I 
TOTAL PROJECT No. SHEETS 


06 I Fre 

IGuL H Mu-l. 5 - 29 - 1 ^ 

REGISTERED CIVIL ENGINEER DATE 


PLANS APPROVAL DATE _| 

THE STATE Of CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PL AN SHEET. 


S I Mn- C 59586 1 ^ 



CAL/FORN/A 

H/GH-SPBEO K/VL AUmOR/TY 


I M 1 - n / ROAD \ 
-^ C WORK >•■ 

W20-1 Xahead/^ 




5!=: H 

_it/> y 
<iu J- 
oo ^ 



(TH1-1> ^ 
99 "j G34(CA) 




G20-2 \ 


' ■rssk> ■% 


20.0^ SPACING 

■"■•ayp) 


G20-Z 


M0UNF R3-27 SIGN 
ON a'ARf^ICADE 


SEE TRAFFIC HANDLING 
DETAIL SHEET 




•••'■ XTYPE I BARRICADE 
. f MOUNT R3-2T SIGN 


ON BARRICADE 


- {TH1-4) / 99 
G34(CA) -, 

m S 


ftn- ^'-TYPE I BARRICADE 
MOUNT R3-2 SIGN 
ON BARRICADE 


TYPE I BARRICADE 
MOUNT R3-2 SIGN 
ON BARRICADE 


20.0^ SPACING 
(Typ) 




rHi-i2; 

G20-2nN 


APPROVED FOR TRAFFIC HANDLING WORK ONLY 


TRAFFIC HANDLING PLAN 

NO SCALE TH-1 


BORDER LAST REVISED 7/2/2010 


USERNAME =>si 27682 

DGN FILE => 062HT20md001 .dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1513 


PROJECT NUMBER & PHASE 


0612000239-1 CH5TP CONTRACT No. 


LAST REVISION pLQTTED => 29 -MAY -2012 

05-29-12 TIME PLOTTED => 14:19 













































bist COUNTY 


POST MILES 
TOTAL PROJECT | No. 


SPECIAL ADVANCE NOTICE PUBLICITY SIGN 


NOTICE 

THIS ROAD WILL Ye 

CLOSED 

TEMPORARILY ' 

XXXXXXXX XX, 201X 
THRU 

XXXXXXXX XX, 201X 



- JL_r2” o 






NOTES: 

1. SIGN SHALL HAVE ORANGE RETROREFLECTORIZED 
BACKGROUND WITH BLACK BORDER AND LETTERS. 

2. BOLT HOLES SHALL BE 3/8 " DIAMETER. 

3. BASE MATERIAL SHALL BE ALUMINUM (MINIMUM 0.06"). 

4. SIGN SHALL BE MOUNTED WITH THE BOTTOM OF 
SIGN A MINIMUM OF 6' ABOVE GROUND. 

5. SIGN SHALL BE PLACED A MINIMUM 7 DAYS BEFORE 
TEMPORARY ROAD CLOSURE. 


FUTURE ROAD CLOSURE 



ADVANCE 

ROAD CLOSURE 

SHEET 

No. 

SP-1^ 

SIGN 

LOCATION 


EA 


DE-1 

2 

FRESNO STREET 


2 

G STREET 

TOTAL 

4 



* SP-1 SIGN TO BE PLACED NEAR THE ENTRANCE OF THE ROAD CLOSURE. 

NOTE: FOR ADDITIONAL CONSTRUCTION AREA SIGNS REFER TO DETOUR PLAN 
AND TRAFFIC HANDLING QUANTITIES. 


Fre I 

/Gaa- H Mu 


REGISTERED CIVIL ENGINEER DATE 


PLANS APPROVAL DATE _\j 

THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 


5-29-1 


^ KEVIN ^ 
H. MURAI 


lNo._L_Sy3fi6_l 

\Exp.12/azl3/, 



CAL/FORN/A 

FiGH-SPEED RA/L AU7NOR/7Y 


SIGN SP-1 


SIZE 

BORDER 

MARGIN 



LETTER SIZE 


CORNER 


WIDTH 

WIDTH 

LINE 1 

LINE 2* 

LINE 3 

LINE 4 

LINE 5,6 & 7 

RADIUS 

48"x60" 

I'A" 

yv 

4E 

4D 

6E 



3" 

42"x26" 

OVERLAY 




4D 

3D 

1 1z 


WORK AREA^ 


MOUNT R11-2 SIGN 
ON BARRICADE 


TRAFFIC 


TYPE III BARRICADE, 
(Min 3 PER LANE) 


ROAD CLOSURE 


^ II, 

LU IL 

E < 

^ cc 

Q- L- 
uj r" 


Fresno St 

4 - .. — . - . .. 12 . 

«—ie-40.1-12.1^1*-^ 

5.9 5.9 

U-72-d 

3.0" Radius, 1.3" Border, Black on Orange; 
[Fresno St] E Mod; 

Table of letter and object lefts. 

FresnoSt 

5.9 13.9 18.9 25.7 33.2 40.8 54.0 62.1 


G St T 

i - 1 i IQ 1 

•-9.8-J6.4l^8^ 12-J«-11.8-* 

*-48-» 

3.0" Radius, 1.3" Border, Black on Orange; 

[G St] E Mod; 

Table of letter and object lefts. 

G Is ft 

9.8 24.2 32.2 


LOCATION 


1— 
o 

LU 

tr 

TYPE III 
BARRICADE 

R11-2 

SIGN 



Q 

EA 

EA 

FRESNO STREET 


SB 

12 

2 



NB 

18 

2 

M ^TRFFT 


EB 

3 

1 

n o 1 rvc-C. i 


EB 

3 

1 

G STRFFT 


EB 

18 

2 

o o 1 r\ti.iip 1 

1 

WB 

18 

2 

TOTAL 1 

72 

10 


NOTE: FOR ADDITIONAL CONSTRUCTION AREA SIGNS REFER TO DETOUR PLAN 
AND TRAFFIC HANDLING QUANTITIES. 


TRAFFIC HANDLING 
DETAILS AND QUANTITIES 


BORDER LAST REVISED 7/2/2010 


USERNAME =>si 27682 

DGN FILE => 062HT20me001.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1513 


NO SCALE 


PROJECT NUMBER & PHASE 0612000239-1 CHSTP CONTRACT No. 


THD-1 








X 


Q 

>- UJ 

m cn 


Q 

LJ 

CO 


IjJ 

cr 


LlI 

cc 


UJ 

I- 

<t 

a 


STATIONARY MOUNTED CONSTRUCTION AREA SIGNS 

(TRAFFIC HANDLING) 


SHEET 

No, 

SIGN 

(@ 

SIGN 

CODE 

SIGN MESSAGE 

No. OF POST 
AND SIZE 

PANEL SIZE 

— 

EACH 

REMARK 

DE-1 

1-1 

G7-1(CA) 

FRESNO ST 

1 - 4" X 6" 

72" X 24" 

8 


M4-10(L) 

DETOUR ARROW LEFT 

48" X 18" 


1-2 

G7-1(CA) 

FRESNO ST 

1 - 4" X 6" 

72" X 24" 

5 


M4-10(R) 

DETOUR ARROW RIGHT 

48" X 18" 


1-3 

G7-1(CA) 

G ST 

1 - 4” X 6" 

72" X 24" 

3 


M4-10(L) 

DETOUR ARROW LEFT 

48" X 18" 


1-4 

G7-1(CA) 

G ST 

1 - 4" X 6" 

72" X 24" 

2 


M4-10(R) 

DETOUR ARROW RIGHT 

48" X 18" 



1-5 

SC3(CA) 

DETOUR W/ARROW 

1 - 4" X 6" 

48" X 18" 

8 



1-6 

M4-8a 

END DETOUR 

1 - 4" X 4" 

24" X 18" 

3 



1-7 

R11-4 

ROAD CLOSED TO THRU TRAFFIC 


60" X 30" 

1 

MOUNTED ON BARRICADE 

TH-1 

TH1-1 

G34(CA) 

DIRECTIONAL ARROW 


21" X 15" 

1 

MOUNTED ON EXISTING POST 


TH1-2 

R3-2 

NO LEFT TURN SYMBOL 


24" X 24" 

1 

MOUNTED ON BARRICADE 


TH1-3 

R3-2 

NO LEFT TURN SYMBOL 


24" X 24" 

1 

MOUNTED ON BARRICADE 


TH1-4 

G34(CA) 

DIRECTIONAL ARROW 


21" X 15" 

1 

MOUNTED ON EXISTING POST 


TH1-5 

R3-27 

NO STRAIGHT THROUGH SYMBOL 


24" X 24" 

1 

MOUNTED ON BARRICADE 


TH1-6 

R3-27 

NO STRAIGHT THROUGH SYMBOL 


24" X 24" 

1 

MOUNTED ON BARRICADE 


TH1-7 

W20-1 

ROAD WORK AHEAD 

1 - 4" X 4" 

36" X 36" 

1 



TH1-8 

G20-2 

END ROAD WORK 

1 - 4" X 4" 

36" X 18" 

1 



TH1-9 

W20-1 

ROAD WORK AHEAD 

1 - 4" X 4" 

36" X 36" 

1 



TH1-10 

G20-2 

END ROAD WORK 

1 - 4" X 4" 

36" X 18" 

1 



TH1-1 1 

W20-1 

ROAD WORK AHEAD 

1 - 4" X 4“ 

36" X 36" 

1 



TH1-12 

G20-2 

END ROAD WORK 

1 - 4” X 4” 

36" X 18" 

1 


TH-2 

TH2-1 

R3-2 

NO LEFT TURN SYMBOL 


24" X 24" 

1 

MOUNTED ON BARRICADE 


TH2-2 

R3-2 

NO LEFT TURN SYMBOL 


24" X 24" 

1 

MOUNTED ON BARRICADE 


TH2-3 

R3-27 

NO STRAIGHT THROUGH SYMBOL 


24" X 24" 

1 

MOUNTED ON BARRICADE 


TH2-4 

R3-27 

NO STRAIGHT THROUGH SYMBOL 


24" X 24" 

1 

MOUNTED ON BARRICADE 


TH2-5 

R3-1 

NO RIGHT TURN SYMBOL 


24" X 24" 

1 

MOUNTED ON BARRICADE 


TH2-6 

R3-1 

NO RIGHT TURN SYMBOL 


24" X 24" 

1 

MOUNTED ON BARRICADE 


TH2-7 

W20-1 

ROAD WORK AHEAD 

1 - 4" X 4" 

36" X 36" 




TH2-8 

G20-2 

END ROAD WORK 

1 - 4" X 4" 

36" X 1 8" 




TH2-9 

W20-1 

ROAD WORK AHEAD 

1 - 4" X 4” 

36" X 36" 




TH2-10 

G20-2 

END ROAD WORK 

1 - 4" X 4" 

36" X 18" 




TH2-11 

W20-1 

ROAD WORK AHEAD 

1 - 4” X 4" 

36" X 36" 




TH2-12 

G20-2 

END ROAD WORK 

1 - 4" X 4" 

36" X 18" 





COUNTY 

ROUTE 

POST MILES 
TOTAL PROJECT 

WTrSm 

BBQQBl 


Fre 








NOTE: FOR ADDITIONAL CONSTRUCTION AREA SIGNS REFER TO DETOUR PLAN AND TRAFFIC HANDLING DETAILS. 


X 


o 

CO 

111 

o 

o 



d. 

Ly 


< 

oc 


CHANNELIZER 
(SURFACE MOUNTED) 


SHEET No. 

EA 

TH-1 

21 

TH-2 

30 

TOTAL 

51 


X 



BORDER LAST REVISED 7/2/2010 


USERNAME =>si 27682 
DGN FILE => 062HT20mf001. 


RELATIVE BORDER SCALE 
dgn IS IN INCHES 


TYPE I 
BARRICADE 


SHEET No. 

EA 

TH-1 

4 

TH-2 

6 

TOTAL 

10 


TRAFFIC HANDLING QUANTITIES 

THQ-1 


0 12 3 


UNIT 1513 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


LAST REVISION PLOTTED => 29-MAY-2012 

05-29-12 TIME PLOTTED => 14:20 




































































LEGEND: 

<xx:> 


TRAFFIC STRIPE DETAIL No. 

DIRECTION OF TRAFFIC 

ROADSIDE SIGN (WITH SHEET AND NUMBER) 

OVERHEAD SIGN STRUCTURE (WITH SHEET AND NUMBER) 

METAL (ROADSIDE SIGN) 

ROADSIDE SIGN (STRAP AND SADDLE BRACKET METHOD) 

REMOVE ROADSIDE SIGN (METAL POST) 

RESET ROADSIDE SIGN (METAL POST) ^ 

RELOCATE ROADSIDE SIGN (STRAP AND SADDLE BRACKET METHOD) 
RELOCATE ROADSIDE SIGN (METAL POST) 

REMOVE ROADSIDE SIGN PANEL 

ROADSIDE SIGN (STRAP AND SADDLE BRACKET METHOD) 

REMOVE SIGN STRUCTURE 

TYPE IV ARROW 

CHANGE OF STRIPE DETAIL 


MATCH SHEET PD-2 


H" 


E STREET 


\1 C/) 

" O 

i Z 

i {/) 


NOTES: 

1. FOR LIMITS OF TRAFFIC STRIPING, SEE 
PAVEMENT DELIENATION QUANTITIES. 

2. ROADSIDE SIGNS TO BE INSTALLED USING 
CITY OF FRESNO STANDARD PLAN P-88. 

3. ROADSIDE SIGNS RELOCATED FROM EXISTING 
SIGNAL MAST ARM AND POLES TO NEW SIGNAL 
ARE LUMPED SUM INTO THE INSTALLATION 

OF NEW SIGNAL. 


Dls+ COUNTY 


Fre I 

IGj^ H Uv. 


/Ua- n 5-29-1 : 

REGISTERED CIVIL ENGINEER DATE/ 


PLANS APPROVAL DATE _| 

m£ STATE OF CAL/FORN/A OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACr OR CWPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 


fi'/ KEVIN 
^ f H. MURAI A ^^ 
S (ufi- C 59586 m 

VNsivnXvy 



. 

(. Sfri ) 1 

bipiT: 

ii 

n 


( Slf2 ) 

i) 




ROUTE 99 


PAVEMENT DELINEATION 
AND SIGN PLAN 


APPROVED FOR PAVEMENT DELINEATION AND SIGN WORK ONLY 


SCALE: 1" = 50' 


PD-1 


BORDER LAST REVISED 7/2/2010 


USERNAME => si 27682 

DGN FILE => 062HT20na001 .dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1513 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


LAST REVisiga. oate PLOTTED => 29-MAY-201 2 

05-29-12 TIME PLOTTED => 14:21 

































































































































































































































LU IL 

? < 

oc. M 

«c DC 


Dist COUNTY ROUTE 

06 Fre 


POST MILES 
TOTAL PROJECT 


STA 16+50 "FFS" 

END DETAIL 37, 38B" 
MATCH EXIST 


52-54 ) D4-1 


S2-53 J W34C(CA) 



/Gaa- H 5-29-1 

REGISTERED CIVIL ENGINEER DATE 

H^ / H. MURAI 


_iNo. ^ o^ ogg.I 

PLANS APPROVAL DATE _F 1^ 12/31/1^ ^ 

THE STATE OF CALIFORNIA OR ITS OFFICERS \ p'VciVIL^v y 

CW AGENTS SHALL NOT BE RESPONSIBLE FOR - 

THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 




b f w b i 


W3-3 C S2-51 

El 

W3-3 ( S2-52 


S2-46 ; SPECIAL 

A 

S2-47 TR3-7. 


Union Pacif ic= Ral I road 



CAL/FORN/A 

H/GH-SPFFDRAIL AUTNORITY 


W3-3 CS2-50 


R28(S)(CA) C S2-49' 


"F" LINE CHSRA 

- !- 

6 


+32 i \ 
AA Lp| 

( S2-48> |' J 
SPECIAL 


ii^ 


S2-43) D4-1 

A 

S2-44) SPECIAL 

A 

S2-45)R28(S)(CA) 


\mm\ R28(S)(CA) CS2-20 

^TM ^-' 


STA 30+00 *’GST" 
BEGIN DETAIL 9, 29 
MATCH EXIST 


^ SS2-2h 


R2-1(35) ( S2-21 


R28(S)(CA) 

El 

( S2-22>- 




S2-39) SPECIAL R28(S)(CA) 

-ik 

S2-40) SPECIAL /LlillL) 


KS2-40 D9-2 


' S 

X S2-28) W12-2 

s 

X S2-29) 
W34A(CA)(Mod) / 


-- ( S2-30) 
R28(S)(CA) 

IS , 

S2-31 ) ' 

S , .. 

S2-32) [.•I.J 


S2-42) D9-13a 


./]L 

• J2'_ 
Var 


^GST"7 

_ 2 


D4-1 

■arkii 


.Bi.. ■ 

( S2-17 y 
...R2,8(S.I(,C.A) 


IS 

R14-1 ' ( S2r18^ 

. . -ts.; 

. M6-6.11*. I ( S2-19' 


' <1TB> 

I SS 2 -l| - 

H Street 

Stadium 


H 

F 



_/_i-r^:= 

1 . . 15 ; 

. 

r.T- 

1 


_ <5 - .J 

- 6 -- 712 : 

. 8 ■ 



® M4-5 

G28-2(CA) 


G STREET 


teR28(S)(CA) 


±35. 


+58 1^1 


A 


S2-14 " 

) SPECIAL'^ 


4 

S 

c 

S2-13 ^ 

R14-1 

S 

... 

S2-12) 

' M6-1 


D4- 

UNO 


R14-1(Mod) 


M6-1 C S2-3 


S MAld 
S2-1 \ 


STAiI 0+00 "FFS" 
BEGli DETAIL 9, 38' 
MATCtNi EXIST 


F STREET 



I m csj c j cvi lo. 

i-i-'- -I- 


Hill 


<1313 


W34A(CA)(Mbd) 


I AA- 

i SPjSS) 

SPECIAL 


R28{S)(CA)| 

A f 

; S2-24 ) '■ 

R2-1(30) 


X S2-.4 ) [ml .M4.r:.5.^. ) 

S M 6-6 

< S2-6 ) '- 


K. 

rX..,.i2-7 



0 

■ 4 ^ : 


X S2-8 

)Sl 


1 i El 


K ?2-9 

)[3]' 


STA 37+25 "GST" 
END DETAIL 9, 22 
MATCH EXIST 
Q 

12-26) pH 
R28(S)(CA) fe 


- 5 ^ G28-2(CA) 

_ ^ M 6-6 

S2-38) - 


BORDER LAST REVISED 7/2/2010 


USERNAME =>si 27682 

DGN FILE => 062HT20na002.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


MATCH SHEET PD-1 

APPROVED FOR PAVEMENT DELINEATION AND SIGN WORK ONLY 


1 2 3 I iviTT 1 c 1 ni 


PAVEMENT DELINEATION 
AND SIGN PLAN 


UNIT 1513 


PROJECT NUMBER & PHASE 


SCALE: 1” = 50' 


0612000239-1 CHSTP CONTRACT No. 


PD-2 


LAST REVISION . PLOTTED -> 29-MAY-2012 

05-29-12 TIME PLOTTED => 14:21 



















































































































































































Dist COUNTY 


ABBREVIATIONS: 

I : INSTALL/PLACE PAVEMENT DELINEATION 

R: REMOVE PAVEMENT DELINEATION 

EB: EASTBOUND 

WB WESTBOUND 

NB: NORTHBOUND 

SB: SOUTHBOUND 

EA: EACH 

SOFT: SQUARE FEET 

LF: LINEAR FOOT 

SSBM: strap AND SADDLE BRACKET METHOD 
MP: METAL POST 


06 Fre 


SHEET 

No. 


STREET 


FRESNO 

FRESNO 

FRESNO 

FRESNO 

FRESNO 

G 

G 

G 

G 


LOCATION 

FROM 

TO 

10+00 

11+95 

11+95 

16+50 

10+00 

15+94 

15+94 

16+50 

10+00 

11+58 

30+00 

37+25 

30+00 

32+24 

32+24 

37+25 

30+00 

37+25 






PAVEMENT DELINEATION QUANTITIES 


DETAIL 

No. 


SUBTOTAL 

TOTAL 


PAVEMENT MARKERS 

(RETRO-REFLECTIVE) 

TYPE D 

TYPE G 

EA 

EA 


5 


30 


13 


8 


8 


16 

22 


44 



16 





66 

96 

1 162 1 


THERMOPLASTIC TRAFFIC STRIPE 

SOLID 

YELLOW 

SOLID 

WHITE 


(BROKEN 

17'-r) 

4" 

4" 

8" 

4" 

LF 

LF 

LF 

LF 




195 



455 





594 


56 




158 






725 

896 




1002 







725 









1898 

214 

455 

2239 

1 2112 

455 

2239 


THERMOPLASTIC 

PAVEMENT 

MARKING 

DESCRIPTION SOFT 


2 TYPE IV 


fl. 

REGISTERED CIVIL ENGINEER 


PLANS APPROVAL DATE _ 

r//£ STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNER 
COPIES OF THIS PLAN SHEET. 


dateA^V^^e™\ 

p / H. MURAr 

_ h NO . C 5 9 5 8 6 . 

-1 Aekp.12^31ZL3 



CAUFORN/A 

H/GH-SPEED RA/L AUTNOR/TV 


SHEET SIGN 
No. No. 


a: M 

S. CO 

m III 


BORDER LAST REVISED 7/2/2010 


SIGN 

MESSAGE 


ROADSIDE SIGN 


BACKGROUND 


LEGEND 


PANEL _ _ 

SIZE ^LU ^uj § 

(LxD) SHEETING SHEETING g 


FURNISH 
GRAFFITI SINpLE 

FLOW SHEET 

ALUMINUM 

-1- SIGN 


COLOR 


INCH X INCH 


COLOR 


SI-1 

M 6-6 

1 DIRECTIONAL ARROW AUXILIARY | | 




SI-2 

M6-4 

1 DIRECTIONAL ARROW AUXILIARY 


X 

15 

WHITE 

III 

BLACK 

S2-1 

R14-1 

1 TRUCK ROUTE | 1 




S2-2 

R14-1 

TRUCK ROUTE 

24 

X 

18 

WHITE 

III 

BLACK 

S2-3 

M6-1 

DIRECTIONAL ARROW AUXILIARY 

21 

X 

15 

WHITE 

III 

BLACK 

S2-4 

M4-5 

TO 

24 

X 

12 

WHITE 

III 

BLACK 

S2-5 

R14-1 

TRUCK ROUTE 

24 

X 

18 

WHITE 

III 

BLACK 

S2-6 

M 6-6 

DIRECTIONAL ARROW AUXILIARY 

21 

X 

15 

WHITE 

III 

BLACK 

S2-7 

R14-1 

1 TRUCK ROUTE 1 




S2-8 

R14-1 

TRUCK ROUTE 

24 

X 

18 

WHITE 

III 

BLACK 

S2-9 

M 6-6 

DIRECTIONAL ARROW AUXILIARY 

21 

X 

15 

WHITE 

III 

BLACK 

S2-10 

W12-2 

LOW CLEARANCE 




S2-11 

D4-1 

PARKING AREA 




S2-12 

M6-1 

DIRECTIONAL ARROW AUXILIARY 




S2-13 

R14-1 

TRUCK ROUTE 




S2-14 

SPECIAL 

STORM READY COMMUNITY 




S2-15 

D4-1 

PARKING AREA 




S2-16 

D4-1 

PARKING AREA 

30 

X 

24 

GREEN 

VII 

WHITE 


username => 5127682 

DGN FILE => 062HT20nc001 .dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 






_J 


CL 

z 

o 


LlI 

Z 

< 

CL 



OO 

Z 

Z 


O 

00 


o 

o 


LU 

Q 

OO 

c75 

U) 

in 

hi 

11) 

s 

Q 

<3: 

Q 

o 

z 

o 

U) 

-J 

00 

Q 

i 

<r 

(7) 

1 

00 

I 

_J 

< 

F“ 

RELOC 

(SSBM) 

LjJ 

> 

bJ 

> 

1 — 
(/) 

S 

LlI 

OO 

LlI 

cr 

DC 

LlI 

DC 


18 1 


UNIT 1513 


15 0 


PAVEMENT DELINEATION 
AND SIGN QUANTITIES 

PDQ-1 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


LAST RE ^ SION PLOTTED => 29-MAY-2012 

05-29-12 TIME PLOTTED => 14:22 



bist COUNTY 


06 Fre 


SHEET SIGN SIGN 

No. No. CODE 


PD-2 S2-17 
S2-18 


R28S (CA) 
R14-1 
M6-6 

R28S (CA) 
R2-1 

R28S (CA) 
R28S (CA) 
R2-1 

R28S (CA) 
R28S (CA) 
R28S (CA) 
W 12-2 
W34A (CA) 
R28S (CA) 
R14-1 
M6-6 
M4-5 

G28-2 (CA) 
M6-6 
M4-5 

G28-2 (CA) 
M6-6 
SPECIAL 
SPECIAL 
D9-2 
09-130 
D4-1 
SPECIAL 
R28S (CA) 
SPECIAL 
R3-7R 
SPECIAL 
R28S (CA) 
W3-3 
W3-3 
W3-3 

W34C (CA) 
D4-1 
SPECIAL 


ROADSIDE SIGN 


BACKGROUND 


SIGN 

MESSAGE 


LEGEND 


GRAFFITI 

FLOW 


PANEL 5 5 

SIZE puj puj § 

(LxD) SHEETING SHEETING q 

*-M 1“ r\r\i r-\r\ *-M I— 


COLOR 


COLOR 


INCH X INCH 


NO STOPPING ANY TIME WITH ARROW 

_ TRUCK ROUTE _ 

DIRECTIONAL ARROW AUXILIARY 
NO STOPPING ANY TIME WITH ARROW 

__ SPEED LIMIT 

NO STOPPING ANY TIME WITH ARROW 
NO STOPPING ANY TIME WITH ARROW 

_ SPEED LIMIT _ 

NO STOPPING ANY TIME WITH ARROW 
NO STOPPING ANY TIME WITH ARROW 
NO STOPPING ANY TIME WITH ARROW 
LOW CLEARANCE 

_ DISTANCE AHEAD PLAQUE _ 

NO STOPPING ANY TIME WITH ARROW 

_ TRUCK ROUTE _ 

DIRECTIONAL ARROW AUXILIARY 

_TO_ 

STATE SHIELD FOR INDEPENDENT USE 
DIRECTIONAL ARROW AUXILIARY 

_TO_ 

STATE SHIELD FOR INDEPENDENT USE 
DIRECTIONAL ARROW AUXILIARY 
LEGION OF VALOR MILITARY MUSEUM 

_ HISTORICAL SITE _ 

_ HOSPITAL SYMBOL _ 

_ HOSPITAL _ 

PARKING AREA 

_ CHUKCHANSI PARK _ 

NO STOPPING ANY TIME WITH ARROW 
TREE CITY USA CITY OF FRESNO 
RIGHT LANE MUST TURN RIGHT 
CITY OF FRESNO EVENT IN PROGRESS 
NO STOPPING ANY TIME WITH ARROW 

_ SIGNAL AHEAD SYMBOL _ 

_ SIGNAL AHEAD SYMBOL _ 

SIGNAL AHEAD SYMBOL 
CAUTION VERTICAL CLEARANCE 13-3" ARROW 

parktng“7rea 

FRESNO FAX BUS STOP 


12 X 18 

WHITE 

II 

RED 









12 X 18 

WHITE 

II 

RED 





12 X 18 

WHITE 

II 

RED 

12 X 18 

WHITE 

II 

RED 





12 X 18 

WHITE 

II 

RED 

12 X 18 

WHITE 

II 

RED 

12 X 18 

WHITE 

II 

RED 









12 X 18 

WHITE 

II 

RED 


24 

X 

12 

WHITE 

III 

BLACK 

24 

X 

25 

GREEN 

III 

WHITE 

21 

X 

15 

WHITE 

III 

BLACK 


FURNISH 

SINGLE 

SHEET 

ALUMINUM 

SIGN 


UJ ^ 

9 < 

c/i Q 

§ 

o y 

I- 



II 

X 




1 







1.50 















11 

X 




1 







1.50 




1 


II 

X 




1 




II 

X 


1.50 


1 







1.50 




1 


II 

X 




1 




II 

X 


1.50 


1 




II 

X 


1.50 


1 







1.50 















II 

X 




1 







1.50 






















1 









1 









1 




X 



1 





X 


2.00 


1 






X 

4.17 


1 







2.19 




1 









r~ 









1 









1 









1 









1 









1 









1 









1 


















1 








T] 











_J 








1 










_J 







~T 











SUBTOTAL 

20.35 


11 

T" 

16 

PDQ-1 

SUBTOTAL 

24.75 

— 

8 

1 

2 

TOTAL 

45.10 

1 ” 

19 

4 

18 


t/) (/) y 

Q 

LlJ LjJ m 

G 9 Q 

CO C/l < 

i i s 

S 2 LlJ 


LU LlJ W 
Q:\oi\cr\ 




REGISTERED CIVIL ENGINEER DATE. 


PLANS APPROVAL DATE _J 

THE STATE OF CALIFORNIA OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNED 
COPIES OF THIS PLAN SHEET. 


S Imp. C 59586 I g 



CAL/FORN/A 

F/GH-SPEFDRA/L AUmOR/TY 


BORDER LAST REVISED 7/2/2010 


USERNAME =>s 127682 

DGN FILE => 062HT20nc002.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1513 


PROJECT NUMBER & PHASE 


PAVEMENT DELINEATION 
AND SIGN QUANTITIES 

PDQ-2 


0612000239-1 


CHSTP CONTRACT No. 


LAST REVISION pLQTTED => 29-MAY-2012 

05-29-12 TIME PLOTTED => 14:22 





pis+ COUNTY 


NOTES: 

1. BASE PLATE ELEVATIONS TO BE SET IN THE FIELD TO PROVIDE A 
VERTICAL CLEARANCE OF 18'MINIMUM FROM EITHER BOTTOM OF 
SIGN OR LIGHT FIXTURE MOUNTING BRACKETS TO ETW. 

2. CONTRACTOR SHALL VERIFY ALL FIELD CONTROLLING 
DIMENSIONS BEFORE ORDERING OR FABRICATING ANY MATERIAL. 


H Street 

stadium 


ONLY 


- 15 . 2 ^ 9 . 5 ^ 12 - 

— 22.3- ^ - 

-12^1*- 


-4 S 



D3-2 

W61F(CA) 


Laminated Panel 
Type A 


H Street 
Stad I um 

yfr ONLY 


/Ga>- H 5-29-1 


REGISTERED CIVIL ENGINEER 


PLANS APPROVAL DATE _ 

THE STATE Of CAL/fORH/A OR ITS OFFICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OF SCANNER 
COPIES OF THIS PLAN SHEET. 


fS/ KEVIN 

H. MURAIX ^^ 
s C 59586 ) S 


Elev 299.95 



CAUFORN/A 

MGH-SPEEDm/L AUmOR/TY 


TYPE C-2 SIGN 
TRUSSED MAST ARM 
TS 7 X 5 X 3/8” 


9.0” Radius, 1.5" Border, White on Green; 
[H Street] E Mod; [Stadium] E Mod; 
Rounded Rectangle 3.0" Radius Yellow; 
Table of letter and object lefts. 


H 

S 

t 

r 

e e 

t 

15.2 

36.7 

48.8 

58.6 

66.2 76.6 

86.8 

S 

t 

a 

d 

1 u 

m 

22.3 

32.4 

39.6 

49.0 

59.2 64.9 

75.1 


Elev 279.95' 


Elev 279.61' 


/SS2-1\ INSTALL FNBT RIGHT OF Sta 11-1-95 TPS'* LINE 
VPD-zJ (ILLUMINATION REQUIRED) 


Elev 282.41' 


FOUNDATION FLUSH 
I WITH TOP OF 
SIDEWALK 


30” XII' CIDH 
PILE FOUNDATION 


or _ 

S CO 


OVERHEAD SIGN STRUCTURE QUANTITIES 

I OVERHEAD SIGN PANEL 


BACKGROUND 


LEGEND 


GRAFFITI Q 
FLOW ^ _ 


SHEET SIGN 
No. No. 


LOCATION 


SS2-1 Sta 11+95 on Fresno St FNBT 


SS2-2 Sta 14+50 on Fresno St FNBT 


SIGN MESSAGE 


Fresno St 
LEFT LANE 

H Street 
Stadium 


'U li 

SHEETING I, SHEETING 
COLOR P ? COLOR p | 

E< 


z 

S 5 ^ 

CC Ll. 


PANEL 

SIZE 


SCFT IN X IN 

52.5 108 X 70 


iT?yC5 


SIGN DETAILS 
AND QUANTITIES 


BORDER LAST REVISED 7/2/2010 


USERNAME => si 27682 

DGN FILE => 062HT20ob001 .dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1513 


PROJECT NUMBER & PHASE 


0612000239-1 


NO SCALE 


CHSTP CONTRACT No. 


SD-1 


LAST REVISION. p|_oTTED => 29 -MAY -201 2 

05-29-12 TIME PLOTTED => 14:22 






STATE OF CALIFORNIA - DEPARTMENT OF TRANSPORTATION functional supervisor calculated- p.„ r^rto raca rfvisfd by 

——-——- ULbluNLU dY 






X 



BORDER LAST REVISED 7/2/2010 


MINOR CONCRETE (MISCELLANEOUS CONSTRUCTION) 


LOCATION 

DRIVEWAY 

CURB & 
GUTTER 

CURB RAMP 

SIDEWALK 

Cone CURB 

Cone 

BARRIER 

Trans 

FROM 

TO 

GY 

CY 

CY 

CY 

CY 

CY 

"GST" Q, Sta 31+66.00 Rt DWY-1 

SEE Sht L-1 

2.5 






"GST" (E Sta 35+30.00 Rt DWY-2 

SEE Sht L-1 

3.3 






"GST" (E Sta 36+03.00 Rt DWY-3 

SEE Sht L-1 

3.3 






"GST" C Sta 36+78.00 Rt DWY-4 

SEE Sht L-1 

1.3 






"FFS" <0, S+a 10+98.50 Lt DWY-5 

SEE Sht L-1 

8.8 






"FFS" C. Sta 10+98.50 Rt DWY-6 

SEE Sht L-1 

8.8 






"FFS" (E Sta 11+29.00 Rt DWY-7 

SEE Sht L-1 

4.4 














"GST" (E Sta 30+00.00 Lt 

"GST" Q. Sta 32+35.00 Lt 


21 .7 





"GST" (L Sta 31+50.00 Rt 

"GST" 0. Sta 32t35.00 Rt 


10.9 





"GST" (E Sta 34+50.00 Lt 

"GST" (E Sta 37+25.00 Lt 


25.4 





"GST" <0. Sta 35tOO.OO Rt 

"GST" C. Sta 37t25.00 Rt 


20.8 





"FFS" <E, Sta 09t46.22 Rt 

"FFS" <L Sta 17t36.18 Rt 


73.2 





"FFS" 0. Sta 10+25.00 Lt 

"FFS" (L Sta 17+28.26 Lt 


65.0 













"FFS" SE CORNER F & FRESNO St 

SEE Sht C-7 



4.2 




"FFS" SW CORNER F & FRESNO St 

SEE Sht C-8 



11.4 




"FFS" NW CORNER F & FRESNO St 

SEE Sht C-9 



7.4 












"GST" (E Sta 30+00.00 Lt 

"GST" Q. Sta 32t35.00 Lt 




23.3 



"GST" (L Sta 31+50.00 Rt 

"GST" (E Sta 32+35.00 Rt 




7.7 



"GST" (E Sta 34+50.00 Lt 

"GST" Q. Sta 37+25.00 Lt 




26.0 



"GST" C. Sta 35t00.00 Rt 

"GST" (E Sta 37+25.00 Rt 




19.6 



"FFS" (E Sta 09+46.22 Rt 

"FFS" (E Sta 1 7+36.1 8 Rt 




109.7 



"FFS" t Sta 10t25.00 Lt 

"FFS" t Sta 17+28.26 Lt 




108.9 











"FFS" (E Sta 10+53.74 Lt 

"FFS" (L Sta 10+91.00 Lt 





1.9 


"FFS" (E Sta 11+06.00 Lt 

"FFS" (E Sta 11+1 8.00 Lt 





1.0 


"FFS" (E Sta 11+06.00 Rt 

"FFS" Q. Sta lltlS.OO Rt 





1.9 


"FFS" Q. Sta 09t46.22 Rt 

"FFS" Q. Sta 10t91.00 Rt 





5.1 


"FFS" (E Sta 09+60.22 MEDIAN 

"FFS" (E Sta 18+40.00 MEDIAN 





54.4 










"FFS" (E Sta 11+18.00 Lt 

"FFS" (E Sta 12+00.00 Lt 






2.2 

"FFS" Sta 11+50.00 Rt 

"FFS" (Q. Sta 12+00.00 Rt 






1 .3 

"FFS" Q. Sta 15+75.00 Lt 

"FFS" (L Sta 16+75.00 Lt 






2.6 

"FFS" (E Sta 1 5+75.00 Rt 

"FFS" (E Sta 16+75.00 Rt 






2.6 

SUBTOTAL 

32.4 

217.0 

23.0 

295.2 

64.3 

8.7 

TOTAL 

640.6 



EARTHWORK 


DESCRIPTION 

ROADWAY 

EXCAVATION 

IMPORT 

BORROW 


CY 

CY 

FRESNO St "FFS" 1. Sta 10+00.00 TO 16+75.00 

14,040 

65 

G St "GS" Q. Sta 30+00.00 TO 37+25.00 

1,510 

2,555 




TOTAL 

15,550 

2620 


(N) NOT A SEPARATE PAY ITEM, FOR INFORMATION ONLY. 


STRUCTURAL SECTION 


LOCATION 

HOT MIX ASPHALT 
(TYPE A) 

CLASS 2 

AGGREGATE BASE 

TON 

CY 

FRESNO St "FFS" 

1 ,470 

2,250 

G St "GST" (E Sta 30+00 TO 37+25 

1 ,402 

2,077 

HMA (Misc AREA) (SHEET Q-2) 

501 





TOTAL 

3,373 

4,327 


CONCRETE BARRIER 
(TYPE 60 MODIFIED) 


LOCATION 

CONCRETE 

BARRIER 

FROM 

TO 

CY 

"FFS" Q. Sta 12t00.00, Lt 

"FFS" Q. Sta 15+75.00. Lt 

50.6 

"FFS" t Sta 12+00.00, Rt 

"FFS" Q. Sta 1 5t75.00, Rt 

50.6 



TOTAL 

101 .2 


USERNAME =>si 26560 

DGN FILE => 062HT20pa001.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


SUMMARY 


OF QUANTITIES 

NO SCALE Q-l 


0612000239-1 


CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 



o 

> 

o 

z 

o 

u 

o 


MINOR CONCRETE (TEXTURED PAYING) 


REMOVE TREE 


LOCATION 

AREA 

(N) 

MINOR 

CONCRETE 

FROM 

TO 

SOFT 

CY 

"FFS" t Sto 09+6Q.22 

"FFS" (E. S+a 1 8+40.QQ 

5,244.3 

48.6 


(N) NOT A SEPARATE PAY ITEM, FOR INFORMATION ONLY. 


LOCATION 

EA (N) 

FROM 

TO 

"FFS" C Sta 10+00.00 

"FFS" C. Sta 16+50.00 

4 

"GST" (L Sta 30+25.QQ 

"GST" Q. Sta 36+75.00 

1 1 




TOTAL 

1 5 


06 


Fre 


POST MILES 
TOTAL PROJECT 


SHEET] 

No. 


TOTAL 

SHEETS 




5/29/1Z 


ENGINEER 


PLANS APPROVAL DATE 


THE STATE OE CALIEORNIA OR ITS OEEICERS 
OR AGENTS SHALL NOT BE RESPONSIBLE FOR 
THE ACCURACY OR COMPLETENESS OE SCANNED 
COPIES OE THIS PLAN SHEET. 




CAL/FORN/A 

H/GH-SPEED RA/L AUmOR/TY 


(N) NOT A SEPARATE PAY ITEM, FOR INFORMATION ONLY. 


PLACE HOT MIX ASPHALT (MISCELLANEOUS AREA) 


REMOVE MBGR 


LOCATION 

AREA 

HMA (TYPE Af 

DESCRIPTION 

SQYD 

TON 

"FFS" C. Sta 09+38.54 TO "FFS"! Sta 10+00.00 SEE Sht C-1 

36.3 

31 .8 

MEDIAN BEGIN SAW CUT 

"FFS" (L Sta 16+75.00 TO "FFS" C Sta 18+45.00 SEE Sht C-4 

98.2 

86.2 

MEDIAN END SAW CUT 

"FFS" CURB RAMP SE CORNER FRESNO St AND F St SEE Sht C-7 

3.5 

3.1 

MATCH Exist CURB AND GUTTER 

"FFS" CURB RAMP SW CORNER FRESNO St AND F St SEE Sht C-8 

6.7 

5.9 

MATCH Exist CURB AND GUTTER 

"FFS" CURB RAMP NW CORNER FRESNO St AND F St SEE Sht C-9 

5.1 

4.5 

MATCH Exist CURB AND GUTTER 

SEE DRAINAGE SHEETS 

306.0 

268.5 


"FFS"?. Sta 11+29.00 DWY-7 SEE Sht C-1 

114.8 

100.7 


TOTAL 

570.6 

500.6 * 



LOCATION 

LF 

FROM 

TO 

"FFS" (L Sta 14+21.00 

"FFS" t Sta 14+58.50 

50 



TOTAL 

50 


* QUANTITY INCLUDED IN STRUCTURAL SECTION QUANTITIES TABLE. 


DESTROY WELLS 


BUS SHELTER 


LOCATION 

EA (N) 

"FFS" (L Sta 12+17.45 Rt 31.8' 

1 

"GST" C. Sta 35+25.30 LT 28.3' 

1 



TOTAL 

2 


LOCATION 

EA 

"FFS" Sta 9+90.00, Rt 

1 



TOTAL 

1 


(N) NOT A SEPARATE PAY ITEM, FOR INFORMATION ONLY. 


SUMMARY OF QUANTITIES 

NO SCALE Q-2 


BORDER LAST REVISED 7/2/2010 


USERNAME => si 26560 

DGN FILE => 062HT20pa002.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


UNIT 1469 


PROJECT NUMBER & PHASE 


0612000239-1 


CHSTP CONTRACT No. 


DATE PLOTTED => 30-MAY-2012 



STATE OF CALIFORNIA - DEPARTMENT OF TRANSPORTATION FUNCTIONAL SUPERVISOR 


LEGEND;(FOR SHEETS E-2 AND E-3) 


\J] ^ EXISTING TYPE 3R LIGHTING SERVIGE EQUIPMENT ENGLOSURE. 

[ 2 ] SEE SHEET E-5 FOR EXISTING SIGNAL STANDARD AND PULL BOX REMOVAL. 

\J] TO SERVICE EQUIPMENT ENCLOSURE AT NW CORNER OF FRESNO St AND H St. 
\T\ TO EXISTING STREET LIGHTS. 

\J] SEE SHEET E-6 FOR EXISTING SIGNAL STANDARD AND PULL BOX REMOVAL. 

@ EXISTING PB, SEE E-3 FOR NEW PB AND SPLICE CONDUCTORS. 

[71120/240 V, 10, 3-WIRE TYPE III-AF SERVICE EQUIPMENT ENCLOSURE 
'—^WITH THE POLLING CIRCUIT BREAKERS: 


AMPERES 

VOLTS 

POLES 

NAMEPLATE 

METER 

100 

240 

2 

MAIN BREAKER 

NO 

40 

1 20 

1 

STREET LIGHT 1 

NO 

40 

1 20 

1 

STREET LIGHT 2 

NO 

40 

1 20 

1 

STREET LIGHT 3 

NO 

40 

120 

1 

ILLUMINATION SIGN 

NO 

1 5 

120 

1 

LIGHT CONTROL 

NO 


PHOTOELECTRIC 
CONTROL TYPE 


REFER TO SHEET E-12 FOR CITY OF FRESNO PUBLIC WORK STANDARD DRAWING SERVICE 
ENCLOSURE DETAIL. 

0 1'/2"C, 3#6 (LTG). 

V/ 2 'C, 2#6 (LTG). 

ITo] SEE SHEET E-7 CONDUIT RUN FOR CONDUCTORS. 

0 SEE SHEET E-7 CONDUIT RUN A FOR CONDUCTORS. 

Il^ SEE SHEET E-7 CONDUIT RUN A FOR CONDUCTORS. 

SEE SHEET E-7 FOR TRAFFIC SIGNAL PULL BOXES LOCATION. 

0 SEE SHEET E-2 FOR @ EXISTING PULL BOX. 

|ij] SEE SHEET E-7 FOR SERVICE EQUIPMENT ENCLOSURE. 

|T^ SEE SHEET E-7 FOR PULL BOX, CONDUITS AND CONDUCTORS. 

|T7] 3"C, 4#6 (LTG), 2#6 (SIGN), 3#12 (PEU). 

|T^ 1 '/ 2 "c, TYPE 1, 4#6 (LTG). 

1'/2"C, 3#6 (LTG), 2#6 (SIGN). 

1'/2"C, 4#6 (LTG). 

[ 21 ] 1'/2"C, TYPE 1, 3#6 (LTG), 2#6 (SIGN), 

m INSTALL PHOTO ELECTRIGAL UNIT ON TOP OF LUMINAIRE, 
m 1'/2"C, TYPE 1, 3#6 (LTG). 

^ SEE SIGN PLANS FOR SIGN DETAILS. 

Fil SEE STRUCTURE PLANS FOR LIGHT MOUNTING DETAILS. 


BORDER LAST REVISED 


USERNAME => s111971 

DGN FILE => 062HT20ua001.dgn 


RELATIVE BORDER SCAL 
IS IN INCHES 



LAbI KLVlblUN PLOTTED 

05-29-12 TIME PLOTTED 






STATE OF CALIFORNIA - DEPARTMENT OF TRANSPORTATION FUNCTIONAL SUPERVISOR CALCULATE 


SEE SHEET E-1 FOR LEGEND, GENERAL NOTES, ABBREVIATIONS AND SYMBOLS. 




<Hg)(g)-i> ! 

i( 8 H> < 1 - 0 | 

<H00-i> ; 

i(H)-l> <3-0' 






Dist 

COUNTY 

ROUTE 

POST MILES 
TOTAL PROJECT 

SHEET 

No. 

TOTAL 

SHEETS 

06 

Ere 






REGISTERED ELECTRICAL ENGINEER 


5 /29/1 2 /: 
DATE //\<^ 


PLANS APPROVAL DATE _J 

THE STATE OE CALIEORNIA OR TTS OEETCERS 
OR AGENTS SHALL NOT BE RESPONSTBLE EOR 
THE ACCURACY OR COMPLETENESS OE SCANNER 
CORTES OE THIS PLAN SHEET. 


/ DANIEL > 
/ THANH VO 

(no. 1740 8_ 

\ Exp . 9/30/12 j 


m 


sd-PGE 
120/240 V 


CAL/FORN/A 

H/GH-SPEED RA/L AUTHOR/Tr 


sp-PGE 
ri 20/240 V 


-EXISTING 1'/2"C, 4#6 (Itg)- 








EXISTING 1'/2"C,—J 
4#6 (Itg) 


G St & 


'“'''il. ra 


+. \ tv EXISTING 1'/2"C, 

^ (1+9) 


00 

o M i 

00 i 

^0 ra I 


BORDER LAST REVISED 7/2/2010 


EXISTING 1'/2"C, 
2#6 (Itg) 




EXISTING 1'/2"C, 4#6 (Itg)' 


APPROVED FOR ELECTRICAL WORK ONLY 



VB 


EXISTING 1'/2"C, 4#6 (Itg) 


^^^EXISTING 1'/2"C, 4#6 (Itg) 

/ ■■ ■ 


USERNAME => s111971 

DGN FILE => 062HT20ua002.dgn 


RELATIVE BORDER SCAL 
IS IN INCHES 


1 2 3 


UNIT 1515 


PROJECT NUMBER & PHASE 


CITY STREET LIGHT AND 
SIGN ILLUMINATION 

SCALE: 1" = 50' E "2 

0612000239-1 CHSTP CONTRACT No. 


LAbI KLVIblUN plotted 

05-29-1 2 TIME PLOTTED 
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LEGENDS; (FOR SHEETS E-5. E-6. E-7. AND E-8) 

rn EXISTING TYPE A SERVICE ENCLOSURE. 

[ 2 ] SEE SHEET E-2 FOR REMOVAL OF EXISTING TYPE 3R ENCLOSURE. 

m RELOCATE CCTV AND CCTV STANDARD TO INTERSECTION AT 

FRESNO St AND F St. SEE SHEET E-7 FOR CCTV RELOCATION. 

\T\ EXISTING DETECTOR LOOPS. 

I—I RELOCATE CCTV EQUIPMENT TO INTERSECTION AT FRESNO St AND F St. 

[^EXISTING COMMUNCATION CABINET. SEE SHEET E-7 FOR CCTV RELOCATION. 

0 [^EXISTING SIGNAL STANDARD, RELOCATE SNS TO POLE G SHEET E-7. 

rn [^EXISTING SIGNAL STANDARD, RELOCATE SNS TO POLE C SHEET E-7. 

\J] [rnEXISTING SIGNAL STANDARD, RELOCATE SNS TO POLE E SHEET E-7. 

0 [rnEXISTING SIGNAL STANDARD, RELOCATE SNS TO POLE A SHEET E-7. 

[!§ 120/240 V, 10, 3 WIRE, TYPE III-AF CITY SERVICE EQUIPMENT ENCLOSURE 
WITH THE FOLLOWING CIRCUIT BREAKERS: 


PHOTOELECTRIC 
CONTROL TYPE 


AMPERES 

VOLTS 

POLES 

NAMEPLATE 

METER 

100 

240 

3 

MAIN BREAKER 

1- METER 

2- UNMETER 

40 

1 20 

1 

TRAFFIC SIGNAL 

YES 

40 

120 

1 

STREET LIGHT 1 

NO 

40 

120 

1 

STREET LIGHT 2 

NO 

40 

1 20 

1 

SAFETY LIGHT 

NO 

1 5 

120 

1 

LIGHT CONTROL 

NO 



4 

SPACE 



REFER TO PWSTD DETAIL ON SERVICE EQUIPMENT ENCLOSURE. 


fTTl MODEL 332L CABINET WITH 2070L CONTROLLER PER PWSTS. 

LLU REFER TO PWSTD FOR MODEL 3321 DETAIL. 

MODEL 336 COMMUNICATION CABINET WITH RELOCATED EXISTING CCTV EQUIPMENT IN NOTe[^SHEET E-5. 

11^ REFER TO PWSTD DETAIL. 

FIBER OPTIC VAULT. REFER TO PWSTD DETAIL. 

6-1'/2"C HDPE, 1-6 SMFO. REFER TO PWSTD FOR ITS CONDUIT INSTALLATION DETAIL, 
ra 2-1'/2"C HDPE, 1-CAT 5E, AND 3 CAMERA POWER CABLES. REFER PWSTD FOR ITS 

Ej conduit installation detail. 

[r§ RELOCATE CCTV AND CCTV STANDARD FROM INTERSECTION AT FRESNO St AND G St AS N0TE[^SHEET E-5. 

[TtI install peu on top of luminaire. 

INSTALL RELOCATED SNS FROM0SHEET E-5 ON SIGANL POLE. 

[r§ INSTALL RELOCATED SNS FR0M[^SHEET E-5 ON SIGANL POLE. 

m INSTALL RELOCATED SNS FROM0SHEET E-5 ON SIGANL POLE. 

INSTALL RELOCATED SNS FROm[^SHEET E-5 ON SIGANL POLE. _ 

TO STREET LIGHT PULL BOX. SEE SHEET E-3 FOR CONTINUATION. CABLE SCHEDULE 

REFER TO PWSTD FOR LOOP DETECTOR PLACEMENT DETAIL. tTrTT ^ ^ 


Dist COUNTY ROUTE 

06 Fre 


POST MILES SHEET TOTAL 
TOTAL PROJECT No. SHEETS 


V _5 /29/1 2/ 

REGISTERED ELECTRICAL ENGINEER 


' DANIEL > 
THANH VO 


PLANS APPROVAL DATE _ 

THE STATE OE CALIEORNTA OR TTS OEEICERS 
OR AGENTS SHALL NOT BE RESRONSIBLE EOR 
THE ACCURACY OR COMRLETENESS OE SCANNER 
CORTES OE THTS ELAN SHEET. 


v^\exp. 9/30/12 /^, 

V ^X^CTRIC^ Jj 


m 


ra TO CONTROLLER CABINET AT SOUTH EAST CORNER OF 
I—I INTERSECTION FRESNO St AND E St. 

ra [^EXISTING 6-SMO, ADD 6-SMO. REFER TO SHEET E-9 FOR 
I—I I—^FIBER OPTIC DIAGRAM. 

ra TO EXISTING FIBER OPTIC VAULT AT NORTH EAST CORNER OF 
I—I INTERSECTION FRESN St AND BROADWAY St. SEE SHEET E-9 
FOR FIBER OPTIC CONNECTION. 

GENERAL NOTES FOR SHEETS E-5.. E-6. E-7, E-8 AND E-9 

1. ALL WORK SHALL CONFORM TO THE STATE OF CALIFORNIA DEPARTMENT 
OF TRANSPORTATION STANDARD PLANS, STANDARD SPECIFICATIONS, CITY 
OF FRESNO PUBLIC WORK DEPARTMENT STANDARD PLANS, AND CITY OF 
FRESNO PUBLIC WORK DEPARTMENT STANDARD SPECIFICATIONS. 

2. THE CONTRACTOR IS RESPONSIBLE FOR VERIFICATION OF ALL EXISTING 
UNDERGROUND UITILITIES, WETHER OR NOT THEY ARE SHOWN ON THESE 
PLANS. THE CONTRACTOR SHALL CONTACT US (800-642-2444) AT LEAST 48 
HOURS BEFORE BEGINNING WORK. WHERE MARKING ARE NEAR PROPOSED 
FOUNDATONS, THE CONTRACTOR SHALL LOCATE UNDERGROUND UITILITIES BY 
POT HOLDING PRIOR TO EXCAVATIN, CALTRANS IS NOT A MEMBER OF USA 
UNDERGROUND LOCATING SERVICE. 

3. SEE SHEET E-1 FOR SYMBOLS AND ABBREVIATIONS. 

4. REFER TO PWSTD AND PWSTS FOR DECORATIVE SIGNAL 
STANDARD IN DOWNTOWN AREA. 

5. ALL PULL BOXES SHALL BE No. 5 (E), UNLESS OTHERWISE NOTED. 

6. RIGHT OF WAY LIMITS ARE INDETERMINATE, AND ARE NOT SHOWN. 

THE CONTRACTOR MUST CONTACT RIGHT OF WAY ENGINEERING AT THE 
DISTRICT OFFICE FOR CONDITIONS OF USE PRIOR TO COMMENCING WORK. 


CABLE 

TYPE 

VEH-PED 
1 2 CSC 


PHASE 


POLE AND EQUIPMENT SCHEDULE 


STANDARD 

VEH SIC MTG 

PED 

PPB 

HPS 


TYPE 

SMA 

LMA 

MAST 

ARM 

POLE 

SIC 

MTG 

0 

ARROW 

LUM 


24-3-113 

35 

1 2 

MAS 

MAS 

SV-1-T 

SP-1-T 

4 

-- 

200 W 

0 

1-A 




TV-2-T 

SP-1-T 

4 

-► 



26-3-113 

45 

12 

MAS 

MAS 

SV-1-T 

SP-1-T 

2 

-- 

200 W 


1-A 




TV-2-T 

SP-1-T 

2 

-► 



24-3-113 

35 

1 2 

MAS 

MAS 

SV-1-T 

SP-1-T 

8 

-- 

200 W 


1-A 




TV-2-T 

SP-1-T 

8 

-► 



26-3-113 

45 

12 

MAS 

MAS 

SV-1-T 

SP-1-T 

6 

-- 

200 W 


1-A 




TV-2-T 

SP-1-T 

6 

-► 




SPECIAL REQUIREMENTS 


19 f = 19' 


#1 2 I _ PEU 

EVC 

SIC _ 

DETECTORS-TYPE B DLC 
PHASE 

01 _ 

02 ~ 

02 ADV _ 

03 _ 

04 _ 

04 ADV 
05 

06 _ 

06 ADV _ 

07 _ 

08 _ 

08 ADV_ 


CAL/FORN/A 

F/GH-SPEED RA/L AUTHOR/Tr 


CONDUIT RUN 
NUMBER AND SIZE 


1^6^6^ 

5^^6^^6p^ 

3^8^^8p^ 

TOTAL 


CIRCUIT 

SAFETY LIGHT AND 
STREET LIGHT 

PEU 


'1 V2V3V4' 


4" 4" 4" 4" 4" 4" 4" 


2 X 1/1 / I XI / X 

TxxxzZ/ 

T XX/// / 
TV,'/ / // / 


'A'/'/ 


y V y,v V 

/ 3/_2X X 3 / 2 X 1 


2 2 2 


1 M I 1 1 


J_2_ 

J_2 2 

1 1 1 

2 2 2 

2 2 

1 1 

2 2 2 

J_2_ 

J_^_ 

J_2_ 

2 2 2 


2 2 2 


_2 _ 2 _^ 

J_^_1_ 

2 


TOTAL 2 G 
COUNDUIT RUN^\/^/^ SHALL BE TYPE 1 


J_^_^_^ 

2G 2Q 10 5 


APPROVED FOR ELECTRICAL WORK ONLY 


MODIFY SIGNAL AND LIGHTING 
MODIFY CLOSED CIRCUIT TELEVISION 

NO SCALE E-4 


BORDER LAST 


USERNAME => s111971 

DGN FILE => 062HT20ua004.dgn 


RELATIVE BORDER SCALE 
IS IN INCHES 


1 2 3 


UNIT 1515 


PROJECT NUMBER & PHASE 


NO SCALE 

0612000239-1 CHSTP CONTRACT No. 


LAbi KLVibiuN plotted => 30-MAY- 

05-29-12 TIME PLOTTED => 13:22 








































STATE OF CALIFORNIA - DEPARTMENT OF TRANSPORTATION FUNCTIONAL SUPERVISOR CALCULATE 


SEE SHEET E-4 FOR NOTES AND LEGENDS. 


05 


OR 04P 08P 


02P PHASE DIAGRAM 

STEADY DEMAND SEQUENGE 


08 04 

t ^ OIQD 


MATGH LINE A SHEET E-8 


-2"G, 1 DLG: 


Dist 

COUNTY 

ROUTE 

POST MILES 
TOTAL PROJECT 

SHEET 

No. 

TOTAL 

SHEETS 

06 

Ere 








REGISTERED ELECTRICAL ENGINEER 


PLANS APPROVAL DATE u x 1 II 

- -^ ^ \ExP . 9/30/1 d / L 

THE STATE OE CALIEORNIA OR TTS OEETCERS \ .V ELECTRICAI^ // 
OR AGENTS SHALL NOT BE RESPONSTBLE EOR 

THE ACCURACY OR COMPLETENESS OE SCANNER ckV-\^E^ 

CORTES OE THIS PLAN SHEET. 


5 / 29 / 12 / 
DATE // 


^^OFESS/^ 

Y DANIEL 
THANH VO 

No. 1740 8 


m 


CAL/FORN/A 

F/GH-SPEED RA/L AUTHOR/Tr 


EVA = 02+05 
EVB = 06+01 
EVG = 04+07 
EVD = 08+03 



1 20/240 V, 01 , 3-WIRE 1 


3"G, 3#2 (SERVIGE) 
2-1'/2"C, 1 CAT-5E — 
2"G, 4#6 (LTG)—^ 


00 

00 I—I 




3"C, 2#6 ^ 


iSc .© 


-2"C, 1 DLC 


1 85' FROM LIMIT LINE 


. m . 

05' 


./ 3k..rO> 


1'/2"C, 4#6 (LTG) 



02PI%>^ ^ 


1 85' FROM LIMIT LINE — 


2"G, 1 DLC- 



-2"G, 2 DLG, 1 SIG 


00 i x: 

LU ; : ro 


MATGH LINE B SHEET E-8 


BORDER LAST REVISED 7/2/2010 


USERNAME => s111971 

DGN FILE => 062HT20ua007.dgn 


_ATIVE BORDER SCAL 
IS IN INCHES 


APPROVED FOR ELECTRICAL WORK ONLY 

] , f ^ UNIT 1515 


MODIFY SIGNAL AND LIGHTING 

MODIFY CLOSED CIRCUIT TELEVISION SYSTEM 

E-7 


PROJEGT NUMBER & PHASE 


SCALE: 1" = 20' 

0612000239-1 CHSTP CONTRACT No. 


LAbI KLVIblUN plotted 

05-29-1 2 TIME PLOTTED 






















































































































































































































































BORDER LAST REVISED 7/2/2010 







